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THE ANDOVER TAILOR —iemmmme 


 GENT’S FURNISHING GOODS 


SIGHT OF THE BARGAINS IN 


SHIRT AND 
cooesor? | PANT SALE 


MEN’S $2 and $2.50 PANTS. . 
MEN’S $3, $3.50 and $4 PANTS . 
MEN’S $5 PANTS. 
MEN’S $7 PANTS... 


Every Pair of Men’s Pants in our Store is inclnded in this sale 


Give Away Shirt Sale 
THE ORIGINAL GIVE AWAY SHIRT SALE 
OF LAWRENCE 


Buy 2 50c Shirts and we give you another, 
Buy 2 $1.00 Shirts and we'give you another. 


- 3-50c Shirts For $1.00 
3 $1 Shirts For $2.00 


ANDOVER, MASS. 


ant sneer bye eet ete meen, ee 


Automobile Insurance 
Full coverage. under 1910 forms now being issued by us as 
Attorneys. 
Fire from any cause whatsoever. 
Coverage in the United States and Canada. 


Personal liability and property damage. so 
Personal property on board the car covered in addition to 


collision damage. 


SMART & FLAGG, Insurance Underwriters 


Bank Building, ANDOVER, MASS. 


Figure to your own profit 


The first thought now-a-days is that of economy—saving. There are more 
ways than one to aha or waste canar: The right way to save is to get uality 
value for your money. Have you the cut-price habit? So many peop pn 
tempted by the glowing advertisements of the out-of-town cut-price stores ni ray 
they get Lydia Pinkham’s Compound for 67 cents and Hood’s famous remedy . 
71 cents, that they loose sight of the fact that those same generous cutters ge 
about 25 per cent. more for the real necessities than we do. We invite compar- 
ison of price of any article below with those out-of-town stores. 


i 4c 
100 Quinine Pills, 2 gr. 25c Syrup Figs. . -. + 2 
(ib Violet Taloum © 96c | Almond Cream. . . 26¢ 
Beef, Iron and Wine, pint . 89c 402, Jar Cold Cream . abe 
Imported BayRum . . 265c-50c Hypophosphites, i Ms 
Norwegian Cod Liver Oil, pint 39c Violet Witch Hazel . . ve oe 
100 Cascara Tablets, 5gr . . 25c Extract Witch Hazel . . c-28c 


to stand the test of the National Pure Food and 
Drug Laws, 


W. A. ALLEN, Ph. G. 


THE REXALL STORE 
ANDOVER’S OLDEST DPRUYUCOIST 


COA 


AT WHOLESALE OR RETAIL PRICES. 


GLEASON, 


Lt 
does 5 nr (Oj 


All the above guaranteed 


wooD, HAY 
AND STRAW 


SOLD BY 


SrATION. 
Wane on Raustoap Srranr. mtn FraronT ye 5 penpuve, Mun STREET, 


Prepared Wood of all kinds for kindling and open fire places. 

The very best grade of Hard and Soft Coal, for domestic and manufactur- 
ing Purposes. : 

OFFICE, 1 MAIN STREET. > 


LLL 


FRANK E. GLEASON 


ANDOVER, MASS. 
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OUR 


$1.69 
$2.69 
.. $3.98 
.  . $5.89 
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BICKNELL BROS. 


THE HOME OF HONEST VALUES 


HE cold weather 
of the past few 


weeks 


has been“a good test for your 


Heating Apparatus 


It is safe to say that on many days you have 
not been able to keep your house warm. 


Faulty 


FURNACE, STEAM OR HOT 
WATER HEATER . , . 


Give us a chance to remedy your trouble. 


ey 


WILLIAM H. WELCH & CO. 


Telephone 78 


FOR SATURDAY 


Best Vermont Creamery 
7 32c Ib. 


STRICTLY FRESH NATIVE EGGS 
4c Doz. 


California Navels 49e Doz. 


New Rice 7Ib, for 25¢ 


J. H. Campion & C0., 


ANDOVER 


H. F. CHASE 


Athletic Goods 


ARCO BUILDING 


Main Street, ANDOVER 


MEMORIAL HALL LIBRARY  — 
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y, straightfor ward, sober, patriotic New England Town —PHILLIPS BROOKS 
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BRIEF ITEMS. OF INTEREST ABOUT TOWN 


Miss Esther W. Smith is visiting in 
New York. 


George Saunders of Boston was in 
town on Sunday. 


Mrs. John M. Holt of Elm street 
is with her niece in Hancock, N. H. 


- Miss Eleanor Bartlet spent Satur- 
day and Sunday with friends in Bos- 


‘Miss Margaret McTernen is con- 
fined to her home with a very severe 
cold, 


James Leslie of Boston spent Sun- 
a, with his parents on Red Spring 
road, 


The members of the Degree of 
Honor hold their regular meeting this 
evening. 


‘Mrs. George Lee, nee Marion Dove, 
of Brookline, is spending a few. days 
in, town, % 


‘Lent began on Wednesday, and the 
ugual services for Ash Wednesday 
were observed, 


Miss Sarah Riley of the Fleur de 
Lis left town today for a business 
trip to New York, 


A gang of men has been employed 
during the week around, town in re- 
moving moth nests. 


There will be a free organ recital 
at Christ church next.Sunday evening 
by Mr. Everett H. Titcomb. 


he regular meeting of the Grange 
s held Tuesday evening. A very 
interesting evening is reported. 


"The Lawrence Gas Co. have been 
s@tting in new poles on several streets 
town during the past week. 


iss Alice Leslie, who is employed 
ifthe Smith & Dove office, is recover- 
from an attack of the grip. 


— 


im the house recently purchased by 


Next Thursday. evening Rev. Mur- 
ray W. Dewart of St. James’ church 
in Roxbury, will be the speaker at 
Christ church, 


‘Next Thursday evening representa- 
tives of Lincoln lodge, A. O. U. 
and Shawsheen lodge, Degree of Hon- 
of, will visit the lodges of those two 
orders in Reading. 


Mrs. Anna Paddock, sister of Mrs. 
hur T. Boutwell of Lowell street, 


seis nineteen ieee thn hgh oho bipennate Ae a ea aT TA Tee ae ee en NE 


‘Tit tOwn ‘Thursday for*-a “month’s” 


stay in New York. 


The musical clubs of Phillips Acad- 
emy will give their first concert of 
the season tomorrow evening at Brad- 
ford Academy. 


On Tuesday evening, February 22, 
the Andover club will. observe another 
ladies’ night, with entertainment, re- 
freshments and dancing. 


Mrs. Albert I. McIntosh, formerly 
Miss Marcia Richards, together with 
her little daughter, 
Park, are visiting in town. 


Miss Marion Saunders and Miss 
Alice Yates attended a dance con- 
ducted by the students of Lowell Tex- 
tile School on Friday evening. 


Franklin Stacey, the local pharma- 
cist, has placed outside his drug store 
a new mortar and pestle, which adds 
decidedly to the front of the store. 


Last evening at Christchurch the 
first of the Thursday evening Lenten 
services was held. The-speaker was 
Rev. Arthur W. Moulton of Grace 
church, Lawrence. 


Dr. and Mrs. Joseph H, Pratt visit- 
ed at the home of Mr..and Mrs. T 
Dennie Thomson during the first of 
the week. Mrs. Pratt was formerly 
Miss Rosamond Thomson. 


The friends of Miss Annie Higgins 
of High street were grieved to learn 
that she was seized with a severe at- 
tack of pneumonia Monday night. 
She is improving now, however. 


A sleighing party made up of mem- 
bers of Ward Hill Junior Christian 
Endeavor society stopped at T. J. 
Farmer’s on Tuesday evening to par- 
take of their luncheon and enjoy sev- 
eral games. 


Word has reached here of the safe 
arrival of William H. Foster in Pa- 
nama, where he is busy gathering 
material for future work. He is en- 
joying his trip very much, although 
the’ weather there is excessively warm, 


A new sign which can be easily read 
has been placed over the door of the 
postoffice. This is a much-needed 
improvement, and one that renders 
unnecessary the frequent inquiries of 
strangers in regard to the location of 
the office, 


The patronesses for the coming 
Senior Reception and Junior Prom- 
enade at Phillips are, Mrs. Alfred E. 
Stearns, Mrs. Matthew McCurdy, 
Mrs. Francis A. Goodhue, Mrs. Mar- 
tha A. Baldwin, Mrs. Pierson S. Page, 
Mrs. Warren K. Moorehead, Mrs. 
Bartlet H, Hayes, Mrs. Markham W. 
Stackpole, Mrs. James C. Sawyer, 
Mrs. Edwin Sturgis, Miss F. E. Kel- 
sey, and Mrs. Morrill. 


Gen. Wm. F. Bartlett Relief Corps 
No. 127, will celebrate their twenti- 
eth anniversary some time-in April. 
The president has appointed. the fol- 
lowing committee to have charge of 
the affair: Mrs. Jennie M. Bean, 
chairman;-Mrs. Helen C. Allen, Miss 
Sadie M. Hobbs, Mrs. Aunie B. Lind- 
say, Mrs. Lizzie P. Morse, Mrs.’ Han- 
nah §, Greene, Mrs. Kate ©. Blanch- 
ard, and Mis; Delia Curley. 


both of Hyde, 


_Mrs. Frederic G. Moore has been 
visiting relatives in Allston for several 
days. 


Mrs. Robert McFadyen of Amherst 
is visiting at the home of Mrs. Horace 
H. Tyer. 


Miss Grace Higgins of 25 High 
street is recovering. from an attack 
of the grip. 


Mr. and Mrs, Philip French have 
left Abbot street and moved into their 
new home on Gardener Avyeune. 


Tonight comes the last in the series 
of the R. C, O. A, entertainments, and 
a very enjoyable evening is antici- 
pated. 


The South Church Y. P, S. C. E. 
held a business meeting followed by 
a very enjoyable social on. Monday 
evening. 


On February 23, Andover. Lodge, 
I. O. O. F., will hold a supper and 
roll call. Further particulars will be 
given later. 


Miss Edith Johnston expects to 
return home from Mt. Holyoke short- 
ly on account of her health. She will 
not return this year. 


The many friends of Miss Anna 
Chase will be glad to learn that she 
is much improved and will probably 
soon be able to resume her duties. 


F. H. Colpitts, United States Min- 
eral Surveyor, of Albany, Oregon, 
spent a few days of last week at the 
home of his sister, Mrs. J. H. Thomp- 
son, on Chestnut street. 


At the close of the regular meeting 
Monday night, about 100 of the local 
lodge. of Rebeccas attended a session 
at Wonderland, where the manage- 
ment gave an interesting show for 
their entertainment, 


Charles Clark and family of School 
street are going shortly to New York 
where Mr. Clark will enter into a new 
line of business with his headquarters 
in. that city. His two drug stores in 
Lawrence will be managed by his 
head clerk, Mr. Wardrobe. 


“Lincoln, the Temperance Man,” 
will be the subject of the pastor’s 
stereopticon lecture at the South 
church on Sunday night. The pic- 
tures will illustrate leading incidents 
of Lincoln’s life, together with other 
scenes appropriated to the subject. 


The Wonderland Amusement Co. 
wish pare sae eer wee, $58 now 

i -highest grade of films pro- 
cerabie and that the shows now run 
about 15 minutes longer than hereto- 
fore. It is their intention to give 
their patrons the very best that the 
patronage will allow. 


The Castles of Knights of King 
Arthur belonging to the Free, South, 
and Christ churches met Sunday night 
in the latter church to observe the 
17th anniversary of the founding of 
the order. The address of the even- 
ing was given by Rev. Frank L. 
Masseck, 


Miss Sarah Jenkins is ill with the 
grip. 

Remember the Guild dramatics this’ 
evening at eight o'clock. 


Mrs, Brainerd Cummings is ill at 
the home of Mrs. Sarah A, Loring on 
Abbot street. 


Miss Bernice Trefry of Billerica 
spent Sunday with Mrs. Jane Ross 
of High street. 


Next Wednesday evening the an- 
nual supper and meeting of the South 
church will be held. 


On Sunday evening a service com-' 
memorative of Abraham Lincoln will 
be held in the West church. 


| 
Bruce. Torrey has returned to 
| school after an absence of two week 
caused by an attack of the grip. pees 
Miss Alice T, Whitney; recorder in 
the office of Phillips Academy, who 
has been ill for quite a long time, is 
to be out, 


The comedy, “An Autograph Let- 
ter,” will be given by the Andaver 
Girls’ club at the Guild house this 
evening at eight o’clock. Admission, 
fifteen cents. 


At a recent session of the probate 
court held in Salem, inventories were 
filed of the estate of the late Mrs. 
‘Ellen M. Bartlett. 
amounted to $29,282.90. 


John Flint of High street is engag- 
ed in eran Ny interior of the new 
chapel in the West Andover cemetery. 
He is doing the work under the dir- 
ection of a Boston party. 


The executive committee of the 
Punchard Alumni association--met on 
Wednesday evening with Miss Bessie 
P. Goldsmith to formulate plans for 
the annual reunion’ of the association. 
It was decided to hold it on Friday 
evening, March 4, in Punchard hall, : 


The Farther Lights of the Baptist 
church met last Monday ev 
their president, Mrs. Claire Norton, 
on Elm street. Though the weather 
was very cold, there was a good at- 
tendance, the study of Burma was 
very profitable, and the social time a 
pleasant one, 


A party made up of thirty-one 
members of the Women’s Relief 
Corps recently surprised Miss Sadie 
Hobbs at her home in Elm court, and 
altogether passed a yery delightful 
evening. . Refreshments were served 
and-a general social. time enjoyed. 
The affair took the form of a pound 
party. 


The annual supper of the South 
church will be held next Wednesday 
night at seven o’clock, the reunion 
of members beginning at 6.30. Fol- 
lowing the supper, addresses will be 
made by Charles J. Francis, répre- 
senting the board of assessors,; Mrs. 
Elizabeth P. Pratt, a representative 
of the Courteous Circle; Geor, 
White, president of the Y, P. S. C, E.; 
and Rev. Austin Rice, pastor of. the 
Congregational church in Wakefield. 
The annual election of officers will 
be held after. the speeches. 


The estate 


On Wednesday evening Rey. Dean 
Walker will give an illustrated lecture 
on his fravels in the regions on the 
east side of the River Jordan. He 
will show views of Bedoin life in 
Moab and the ruins of the giant 
cities of Bashan. The proceeds of 
the lecture will go toward the fund 
for furnishings for the Sunday school. 


Rev. Smith Baker, D. D., of Lowell, 
will speak to’ the Men’s Club of the 
Free church next Tuesday evening 


Notice 
I wish to thank my many friends 
for their interest in me. But in Christ- 
ian courtesy I will not run for Tree 
Wardenship this year, 


GEORGE PIDDINGTON 
Grand Regent to Come 


upon “What men can do for the 
church.” Andover council, Royal A 
yal Arcanum 
Dr, Baker's long and successful! yi) hold its regular meeting tonight 


experience as a leadet of men makes | 44 entertain the grand regent of 
this subject peculiarly appropriate for Massachusetts, Robert Sweet, Jr. A 
a large attendance of members is de- 


The excitement caused on Tuesday | sired. 
afternoon by the threatened fire in the 
| top storey of the new house on Chest- 
nut street being built by P. J. Hannon 
was, as it was shortly discovered, en- 
tirely out of proportion to its serious- 
ness, A few minutes work by the 
fire department was sufficient to do 
away with any possibility of danger. 
The trouble was caused by an over- 
heated stove. 


PANT AND SHIRT 
——s AL E—— 


SPECIAL PRICES ON SHIRTS AND PANTS 
THIS MONTH 


Births 


In Andover, Saturday, February 5, 1910, 
a daughter to Mr. and Mrs. Levi A. Bry- 
ant of Abbott Village. 


In Andover, Monday, February 7, 1910; 
a son to Mr. and Mrs. V. D. Harrington 
of Salem street. 


SPECIAL: 
‘Twenty Dozen $1.50 and $1.00 Shirts 
Sale Price, 87o 


R. H. SUGATT 


Successor to W. H. GILE & COQ. 
226 ESSEX STREET, LAWRENCE 
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MADE ERRORS 
_. PURPOSELY 
Hal Tried’ Rar to Get Caught 
Stealing Bank Funds 
BVERLOOKED BY ITS OFFICERS 


Did Not Have Nerve to Confess, but 
by Absence and Lax Methods of 
Bookkeeping Laid Trap For Himself 
Which Was Never Sprung—Used 
Money For Personal Speculation 
Until He Was Down and Out 


Worcester, Mass., Feb. 9.—John 
A. Hall, ex-treasurer of the South- 
bridge Savings bank, has told for the 
first time how he had stolen nearly a 
million dollars in. twenty years. 

From his cell in the Worcester jail 
he gave out the following confession: 

“I was unfortunate in investments 
which appeared to be gilt-edged when 
I took them on. That’s the cause of 
the losses of the Southbridge Savings 
bank. When I first began to use the 
bank’s money I was successful, but 
after that I lost. It preyed on my 
mind and three years ago I began to 
try to get caught so as to have it all 
over, 

“Two years ago I deliberateiy went 
away and remained most of the sum- 
mer, hoping that the condition of the 
books would be discovered. 

“I left glaring errors behind in a. 
way to attract attention, but they 
were overlooked, and I returned to 
Southbridge disappointed to find no 
notice had been taken of what I had 
intended to be an exposure. 

“Another time I went to Boston and 
remained three days, leaving papers 
and glaring entries in my books which 
a blind man could hardly have over- 
looked. I expected every moment to 
hear that the whole thing had been 
revealed, but when I _ returned 


LONG FOR CONGRESS 
Popular Bay State Man Suggested as 
Successor to Lovering 
Boston, Feb. 8.—John D. Long 1s 
the latest suggestion for the vacancy 
| the Fourteenth congressional district 
occasioned by the death of William 
C. Lovering. A committee is in 

process of formation. 

Ex-Governor Long is in his 72nd 
year and has had an exceptionally 
large share of the honors of public 
life. He was for three terms govern- 
or of Massachusetts, served his dis- 
trict trhee terms in congress, and was 
secretary of the navy from the be- 
ginning of McKinley's first adminis- 
tration until that of Roosevelt was 
well under way. He withdrew from 
congress before because he wanted to 
return to the practice of his profes- 
sion; but that was more than twenty 
years ago, Morse and Lovering hav- 
ing been his successors meantime. 

The next few days will determine 
whether Long ig to be actively pushed 
for this office. 5. 


$74,000 FINE IMPOSED 


@ 
Verdict Against Hatters’ Union Hits 
Labor Federation For $240,000 

Hartford, Feb. 6.—The jury in the 
famous seven-year-old hatters’ boy- 
cott trial reported.a verdict of $74,- 
000 ggainst the United Hatters of 
North America. 

D. E. Lowe & Co. cf Danbury 
asked damages amounting to $240,- 
000, alleging conspiracy and restraint 
of trade under the provisions.of the 
Sherman anti-boycott act. The judge 
practically directed that a verdict be 
brought in favorable to the plaintiffs. 

Judge Platt decided that the Sher- 
man anti-trust law automatically 
trebles the damages and the verdict 
of $74,000 against the hatters means 
$222,000, which, with costs, will hit 
the American Federation of Labor for 
‘about $240,000. 


ONE PASSENGER — 
INSTANTLY KILLED 


Southbridge nobody seemed to ouy Eighteen Others Badly Hurt Ip 


made any discovery, and so it went 
along. I hoped and expected that the 
discovery would be made. 

“I suffered. keenly all of that time. 
It weighed on my mind all of the 
time. For two years I have tried to 
have some one examine the books. I 
have made personal application to th 
bank directors to have the books ex- 
amined, and I have talked the matter 
over time and again, but it is true 
that aside from my anxiety to have 
the books examined I gave no hint of 


Street Car Accident 


Pittsfield, Mass., Feb. 10.—Coast- 
ing uncontrolled down a steep grade 
for a space of half a mile, a big 
double-truck electric car on the Pitts- 
field Street railway jumped the track 
on a curve at the foot of the hiil and 
crashed into the abutments of a rail- 
road bridge, killing one person in- 


their condition, ; Stantly and injuring cighteen others 
ws Bis ha 4 Ont Dot hare thy | so severely that they required surgical 


courage to confess. 

“Several years ago a relative and I 
made $40,000 each in the South sta- 
tion deal in Boston. 
investment and the profit was large, 
compared with the amount invested. 
After this, when other investments 
offered I took them on and made a 
small profit. Then I developed a 
losing streak, which has hung to me. 

“T patronized Boston and New York 
brokerage houses to some extent, los- 
ing many times where I thought profit 
was certain. I took little sums from 
the: bank. at first to finance fresh in- 
vestments in the hope of retrieving 
my fortune. Then from bad, things 
went to worse. 

“No one seemed to take an interest 
in the bank. No questions were asked 
and the thing went on from year to 
year. 

“It was easy to get the money. 
ing ‘a good fellow’ cost me 
money. 
failings. 


Be- 
lots of 
It was one of my principal 
Money came easy, but it 
went easier. Investments were easy 
to find, but it was hard to make them 
pay. 

“The hardest thing to do was to get 
caught. I tried different methods. I 
urged President Paige that the books 
of every bank should be examined, no 
matter in how\ good shape the bank 


quest and argument to other bank of- 
ficials. 

“All this time I suffered mentally as 
I had never thought a man could suf- 
fer. The sufferings from conscience 
are. worse than those from bodily in- 
juries. 

“My mental condition led to gossip 
starting about my dissipating. The 
gossips were wrong. I did not drink 
to excess. It was the constant night- 
mare in my brain day and night, 
sleeping and awake, until my face 
looked careworn and dissipated. 

“When I went away for a time I 
knew I would come back and face the 
penalty. If the charge had been 
murder I would have returned to see 
my family. I am anxious now to have 
the thing settled and pay the penalty. 
I have no excuse except as I have 
said.” 

The shortage amounts to $424,442.89 
and covers a period of twenty years. 
As Hall stole only $100,000 in the past 
six years that is all he can be held ac- 
countable for by the statute of limita- 
tions. 


Boy Accused of Causing Death 
Providence, Feb. 8.—Fourteen- 
year-old Raymond Moore was held re- 


sponsible by Coroner Lendon for the | 
death of Henry W. Woge, a 93-year- | 


old bowling alley proprietor. 
was assaulted in his shop. 


Woge 


Wants Divorce After 33 Years 
Worcester, Mass., Feb. 9.—Mar- 
ried in Germany nearly thirty-three 
years ago, Fridrike Hermann of Clin- 
ton is an applicant for divorce. She 
claims her husband treated her 
cruelly at Clinton, 


It was a capital | 


attendance. The accident happened 
in the town of Dalton. The rails were 
slippery with frost and the combined 
application of air brakes and hand 
brakes failed to check the speed of 
the car on the steep hill. 

Miss Bessie Ryan, 22 years. old, 
was killed instantly, her head being 
crushed between two seats. Medical 


1 
appeared to be.’ I made the same re- | 22%4°¢:; 
| 


Examiner Henry interviewed Motor- 
man Murray and Conductor Blake and 
was informed that there was no sand 
on the car. 


CAUSES STOMACH TROUBLE 


Embalmed Beef Said to Be Responsi- 
ble For Much Sickness In Peoria 

Peoria, Ills., Feb. 10.—Health 
Commissioner Scholl of this city has 
ordered an immediate investigation as 
the result of what is declared to be a 
widespread epidemic of stomach and 
bowel trouble, the cause of which is 
thought to be embalmed beef. 

Seven physicians have forty-seven 
cases in charge. Dr. Scholl  esti- 
mates that there are at least - 2000 
cases of stomach or bowel trouble in 
the city at present. 


IN BOSTON MARKETS 


Butter—Northern creamery, 314%@ 
western, 31@32c; jobbing, 1 
@2c higher. 
Cheese—York state, 174@17%c. 
Eggs—Fancy hennery and nearby, 
84@85c; eastern extras, 33@34c; 
western, 31@33c;. storage, 25@26%c. 
Apples—Fancy Baldwins, $3@3.75; 


spys, $2@3.50; greenings, $2.25@ 
8.25; russets, $1.50@2.50. 
Potatoes—Aroostook, $1.15@1.20 


bag; western Maine, $1.25@1.30 bag; 
sweets, Vineland, $2.75@3 barrel; 
75@90c basket. 

Truck—Celery, Boston market, $2 
@2.25 doz; onions, native, $1@1.25 
box; turnips, yellow, $1@1.25 bar- 
rel; white, 65@75c box; white cape, 
$2@3 bag; squash, marrow, $1.25@ 
1.50 barrel; turban, $1.50@1.75 bar- 
rel; Hubbard, $25@40 ton; cabbage, 
drumhead, $1.50@2 barrel; Savoy, $1 
@1.25 barrel; red, $2@2.50 box; 
parsley, $2@2.25 box; beets, 70@85c 
box; carrots, 60@75c box; parsnips, 
60@T5c box; radishes, °$1.25@1.50 
box; eggplant, $4@5 crate; okra, 
$2.50@3 crate; Brussels sprouts, 12% 


@i5bc quart; lettuce, $1@1.25 box; 
mint, 50@60c dozen; cress, 50@60c 
fozen; romaine, $1@1.25 box; es- 


carolle, 50¢@$1 dozen; chicory, 50c@ 
$1. dozen; leeks, 50@75c dozen. 
Fresh beef—Extra heavy sides, 8% 
@9c; heavy hinds, 10@11c; heavy. 
fores, 714@8c; cow beef, 7@7%4ce. 
Lamb and veal—Spring lamb, 13@ 
15c; winter lamb, 10@12c; yearlings, 
$@10c; mutton, 8@10c; veals, choice, 
13@165c. : vl 
Poultry—Fancy western turkeys, 25 


@27c; native broilers, 25@30c; 
northern fowl, 17@20c; western 
chickens, 18@22c: western fowl, 17 


| @19c; geese, 14@15c: ducks, 17@19c. 
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Colonel 
John Sneed’s 


Conversations 
on Domestic 
Problems: 


Copyright, 1909, by C. S. Yost. 


V.—Getting on In the 
World 


se ES, that’s all right, Bill,” said 
Colonel Sneed to his son-in- 
law as they smoked their 
after dinner cigars; “that’s 
all right. I'm mighty glad to hear 
you’ve been promoted and got a raise. 
I’m mighty glad to see you climbin’ 
up the ladder of success. 1 like to 
see a man with ambition and pluck 
and ginger, and | glory in your spunk, 
my boy; | certainly do.- But you 
haven’t been home much of evenin’s, 
lately, have you?” : 
“No, colonel, I haren’t. Work’s bee 
pretty heavy the last few months, and 
it’s kept me at the office almost every 
night. I don’t like that part of it 
much, but a fellow’s got to hustle if 
he gets along in the world these days.” 
“Uh, buh! That’s about the way I’d 
sized it up, and, as 1 was just tellin’ 
you, I like to see that kind of a spirit 
in a young man; but, son, if govern- 
ment bonds were quoted at ninety-six 
and a man was to go around town 
buyin’ all he could get at a dollar ten 
what would you think of him?” 
“I’d think he was a fool, of course.” 
“Uh, huh! So would I. So would 
everybody. I don’t reckon there’s any- 
thing better than government bonds. 
They make the 
finest kind of 
waddin’ for ‘a 
safe deposit box, 


YALL 


tase! 


AMNMMMMNLMTAG TS 


Dp 
the market price 
for ’em is a big- 


ger fool than 
Thompson's colt. 
It’s a good deal 
the' same way 
with this thing 
you call gettin’ 
on in the world. 
It’s fine, it’s 
worth a_ whole 
lot, but there’s 
such a thing as 
payin’ too much for it. And, William, 
my boy, when a man gives up all or 
nearly all that makes life worth livil’ 
in order to win financial success he’s 
sellin’ short on happiness with a 
mighty slim chance to get hold of the 
stock for delivery. 

“Yes, I know what you'll say—you’re 
workin’ to get a start, to lay a founda- 
tion of a little fortune, to provide the 
right kind of a home for your wife— 
and I’m pattin’ you on the back all 
the time and sayin’ ‘Bully boy! That’s 
‘the’ sort of stuff that» makes men; 
that’s the power that makes the world 
go round. But a man wants to be 
mighty careful 
on runnin’ around the track after the 
finish, and he wants to look out that 
he don't lose diamonds while he's 
scramblin’ for pearls. My old father 
was a country doctor, and he always 
carried his quinine and calomel and 
such like in a big pair of saddlebags. 
I remember one time he had to get up 
in the middle of the night and ride 
ten miles to see a patient. It was an 
urgent case, and the old: gentleman 
went down the road like Satan beatin’ 
tanbark, his saddlebags bouncin’ up 
and down at every jump. When he 
got to the place he found a strap had 

roke and every bit of his medicine 
had been scattered along the road. 

“Many a man goes lopin’ along the 
road to riches with his nose to the 
ground like a hound chasin’ a fox. He 
don't see anything but the tracks of 
the fellows who’ve gone that way be- 
fore him, and he’s so doggone anxious 
to catch up with them that he don’t 
know he’s got holes in his pockets and 
is losin’ things a lot more valuable 
than the one he’s runnin’ after. He 
don’t know that he’s dropped his wife's 


“HARD TO BEAT.” 


“k's LOST EVERYTHING.” 


love here and his children’s affection 
there and his home and his health a 
little farther along, while his happi- 
ness has been tricklin’ out of the hole 
all the time. And when at last he 
gets up to the front and grabs the bag 
of gold he finds that he's lost every- 
thing that makes its possession really 
worth while, and it turns to dust in 
his hands, for his pockets are empty 
and his heart is empty and his head 
hasn’t got anything in it but stock 
quotations and regrets. 

“It ain't just figures of speech I’m 
givin’ you. my boy. I've seen them 
do it time and time again, and nearly 
every one of them started out with 

° ; a ee ue 


+ 


that he don’t keep |. 


Just one desire—fo do somethin’ big 
and fine for the woman. be loved: The 
purpose was all right, you. see, Bil 
but they let it run away with them. 


| That’s what I want you to avoid, my 


boy, and that’s why I’m givin’ you this 
kind of a talk now. 
“You've married the sweetest little 


girl this side of the pearly gates, if I 


do say it myself, and if you want suc- 
eess to be worth anything when you 
get it, go down the long road with her 
arm linked in yours, and don't go so 
fast but what she can keep up with 
you. You remeniber the Lord said, 
‘It ain't good for man to be alone,’ and 
it’s a good deal worse for woman to be 
alone. When a man begins to leave 
hiss wife to fret out her evenin’s by 
herself he's: layin’ the foundations for 
trouble. That old sayin’ that absence 
makes the heart grow fonder is all 
poppycock. It don't do anything of 


the sort, and if you become so engross-, 


ed in the struggle to get on in the 
world that you can’t get home to din- 


THE FOUNDATIONS FOR TROUBLE. 


ner more than once or twice a week 
and have to spend most of your even- 
in’s at the office you’re pretty sure to 
find the keen edge of love wearin’ off 
in her heart or yours after awhile. 
The dullin’ process may be so slow 
that neither one of you may know it’s 
goin’ on until it’s too late, but sooner 
or later, son, you'll find it out, and 
then you might as well shut up the 
shop, for no man and no woman can 
be really happy without love, and love 
won't stay long in any home unless it’s 
fed. A woman’s love will starve un- 
der neglect, and 
a man’s love will 
shrivel up if he 
gets so full of 
business that he 
has no time to 
think of anything 
else. Gettin’ on 
in the world is a 
great thing, a 
very great thing, 
if love lights the 
way, but if it 
don’t—well, ‘you 
take an old man’s 
advice, my boy, 
and keep your 
ambition down to 
union hours. You 
may not get there 


“KEEP YOUR AMBITION 
DOWN.” 


you'll get there, 
all right, and 
when you do there'll. be some sat- 
isfaction in the arrival. And now 
let’s go out and take a look at the 
baby.” 


Commonwealth of Massachusetts 


Essex, 88. 
PROBATE COURT 


To the heirs-at-law, next of kin, creditors, and 
all other persons interested in the estate of 
John L, Brewster, late of Andover, in said 
County, deceased, intestate. 

WHEREAS, a petition has been presented to 
said Court to grant a letter of administration on 
the estate of said deceased to Edwin l, Brewster 
of Andover, in the County of Essex without giv- 
ing a surety on his bond. 


You are hereby cited to appear at a Probate 
Court to be held at Newburyport, in said County 
of Essex, on the twenty-eighth day of February, 
A. D., 1910, at nine o’clock in the forenoon, to 
show cause, if any you have, why the same 
should not be granted. 


And the petitioner is hereby directed to give 
public notice thereof by publishing this citation 
on :e in each week, for three successive weeks, 
in the Andover Townsman, a newspaper pub- 
lished in Andover, the last publication to be 
one day at least before said Court. 

Witness, Rollin E. Harmon, ae rv Judge 
of said Court, this ninth day of February, 
in the yéar one thousand nine hundred and ten, 


J.T. MAHONEY, Kegister. 


Railway Mail Clerks Wanted 


The Government pays Railway Mall Clerks 
$800 to $1,200, and other Employees 
up to $2,500 Annually 


Uncle Sam will hold spring examina- 
tions throughout the country for Railway 
Mail Clerks, Custom House Clerks, Sten- 
ographers, Bookkeepers, Departmental 
Clerks and other Government Positions, 
Thousands of appointments will be made, 
Any man or woman over 18, in City or 
Country can get Instruction and free in- 
formation by writing at once to the Bu- 
reau of Instruction, 42 5-X Hamlin Build- 
ing, Rochester, N, Y. 


B. F. HOLT 


DEALER 


ANDOVER, 


so quick, but 


Ryley of the Trimmers. The sum- 
mary: 
RG. Os A 
Saunders 83 80 98 261 
Donald 84 82 79 245 
‘Bickell 79 89 —s-:105 273 
Hardy * 76 76 97 ~=©6249 
Sellars 90 250 
Totals 402 417 459 1278 
TRIMMERS 
W. Donald 87 92 80 239 
Ross 86° a8 92 255 
Ryley 87 99 05 281 
Smith ae (3 79 93 242 
Ralph 79 81 80 240 
Totals 409 408 440 1251 


MASS} 


WARREN TOP 


ening, y-bul ig elements 0' 


PAN, Lynn,Mass, 


Cured of severe compound 


get aroun 
me until | began to take Vinol. 
change was magic. Three bottles com 


it cured me of asevere stomach trouble 
that has bothered me for 20 years, 


Vinol is certainly“ wonderful medicine.” 

Mr. Toppan is one of Lynn’s most prominent and highly respected 
merchants, whose word is as good as his bond. 

The reason Vinol is so successful in such cases is because it 
contains the two most world-famed tonics—the medicinal, strength- 


Your Money Back Ii You Are Not Satisfied. 
~ W. A. ALLEN, Druggist, Andover. 


& 
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gays Bad oy i 


cold and cough by: 


Viifol 


Nothing 


same time 


iver Oil and Tonic Iron. 


A WEEK OF BOWLING’ 


How the Local Bowlers Are Progres- 
sing in the Championship Games 


League Standing 


Foilowing is the standing of the 
league to date: 
Won Lost Pinfall 


Ri GO aA, 7 3 % 6202 
Clan Johnston 14 6 6095 
Andover club 10 610 6074 
Trimmers II 9 6156 
Tyer Rubber Co. 2: 39 4653 
Andover Press q T5 4476 


In the match between Clan John- 
ston’s bowling team andthe Andover 
Club five, played Tuesday evening} 
the former won the total pinfall by 
a single string, and taking two out 
of three strings. 


The scores: 
CLAN JOHNSTON 
Bowler, - I 2 3 Totals 
Nicoll, 73 86 QI 250 
Sparks, 82 76 92 240 
MacKenzie, 83 86 78 247 
MacDonald, 76 75 97 248 
Cairnie, 705 OF 09: 265 
Totals, 382 415 451 1248 
ANDOVER CLUB 
Bowler, I 2 3. Totals 
Roggeman, 04 82 89 ~—s«-265 
Clark, 82 73 9a Rae 
Cole, QI 75 88 254 
Dane, 3 We te a 
Flanders, :- 85 963 OF 258 
x > ee r 2 
Totals, 425 379 443 1247 


R. C. O. A. Victorious 


The R. C. O. A. defeated the Trim- 
mers on the Essex street alleys on 
Wednesday night by a score of 1278 
to 1251. The high rollers of the game 
were Bickell of the R. C. O. A. and 


SHOPPING 
Ley ac TTT] 


—_—— 
Sons of Veterans vs. Overseers 


—————— 

The Sons of Veterans’ five were 
defeated in a rather one-sided game 
of Duck Pins on the Hillside House 
alleys last Tuesday evening by the 
Smith & Dove Overseers’ team, The 
latter team won all three Strings and 
the pinfall by 133.. 

Kydd, for the Overseers, was high 
man, having a single string of ‘10 
and a total of 274. Mears did the best 
bowling for the Sons, having’ a total 
of 267. 


The summary: ° * 
SONS OF VETERANS 

Bowler, I 2 3 Totals 
Buxton, 84 80 96 — a 
Mears, 89 88 By hy 
Kilbeee, 60 72 63S 1995 
Billington, 65 82 70 ~=—_219 
Doris, 61 69 73 203 
Totals, 259. 301 I thar 

nowt; OVERSEERS soe He 

owler, I 2 fy 

Coutts, 86 80 & pee 
McCrosey, 79 85 82.246 
Lawson, 04 84 82 246 
McCarty, 82 79 83 244 
Kydd, 85 88 101 27% 
Totals, 426 416 432 1274 


ASSOCIATION FOOTBALL 


The regular monthly meeting of the 
Andover Cricket and Football Club 
will be held in the Abbott Village 
hall next Monday evening, beginning 
at 8 o'clock sharp. The important 
business to come before this meeting 
is the election of a captain and vice- 
captain for the Cricket team for the 
coming season. Every member of 
the club should be interested and 
make an effott to be present. 


Yes, but What Was the Lady’s Age? 


Toward the close of a recent law- 
suit in Massachusetts, the wife ofan 
eminent Harvard professor arose and 
with a flaming face timidly addressed 
the court. 

“Your Honor,” said she, “if I had 
told you I had made an error in my 
testimony, would it vitiate all I have 
said?” 

Instantly the lawyers for each side 
stirred themselves in excitement, 
ag His Honor gravely regarded 

er- 

“Well, madam,” said the Court af- 
ter a pause, “that depends entirely 
on the nature of your error. What 
was it, please? q 

“Why, you see,” answered tthe 
lady, more and more red and em- 
barrassed, “I told the clerk I was 
thirty-eight. I was so flustered, you 
know, that-when he asked my-age | 
inadventently gave him my bust meas- 


ure.”—Everybody’s Magazine. 


1) 


NO LONGER do you need to sacrifice 


time and energy to go in town to make 


some petty purchase, 


Eve 
the same 


ELEPH 


store, ere or small, is connected to “Central” by 
INE system that connects you. 
It is a matter of no worry, 


and of only a second’s time 


to get in touch with the milliner, the modiste, the dry goods 
store, or the furniture man, ieaatte 1 


whether they have just what you want, and then to either 


order it or call up another-house and 


0 crowd to jostle you, 
your door, 


Lon istance 


in turn, and instantly learn 
get it. 


no discomforts to undergo, no 
carfare to spend. The products of ‘the world tought to 


If you can’t get what you want in ity th 
your own city the 

: g 3 Bell Telephone lines will carry your voice 
undreds of miles to the next market. All by telephone. 


NEW ENGLAND TELEPHONE 
AND TELEGRAPH COMPANY 


WE Zvery Bell Telephone is the Center of the System. 


rtOW DT O- OO eR 


a 
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New Advertisements 
en SS aaa ca et HE I i AE Thc yh 
AMERICAN LADY, honorable, re- 

fined, pleasant, neat, economical, 

capable, wants position in small 
family or caring for aged or infirm. 

SARAH OTIS, 
No. Andover, Mass. 


ANY BOY anxious to earn money 
outside of school hours can secure 
a position with me. To my best 
boys I am going to give SAVINGS 
BANKS and cash prizes. The work 
is easy and does not interfere with 
school duties, 

WILLIAM SELLARS 
Brook Street, Andover 


RTE SE ett eee ee 
A YOUNG MOTHER WITH A BABY 


wants a place outside of Boston and within 50- 
mile limit to do housework. Small wages. 
Write to M. 8. D., Room 43, 43. Hawkins street, 


Boston. 


A YEAR IN COLLEGE 


$2s0 cash or a year in College can be 
easily earned by one young man or 
one young lady in each county in 
the United States. Plan easy and 
does not interfere with other em- 
ployment. State name of institution 
you wish to attend. No money re- 
quired. For particulars address M. 
H. Pemberton, Columbia, Mo, 


...FOR..- 


Electric Wiring or Repairs 


Telephone Lawrence 890 


and make your wants known to 


Cc. |. ALEXANDER & SONS 
Bay State Building 


BOOTS, SHOES AND RUBBERS 


Fine repairing of all kinds, Sewed work a 
specialty. Best stock. Work guaranteed. 


POST OFFICE AVE., ANDOVER, MASS, 


Hees ROBINOVITZ 


BENJAMIN BROWN 


Sole Agent in An- 
dover and Lawrence 
for 8SOKOSIS Shoes 


Special Shoes for 
Weak Feet 


MAIN STREET 
ANDOVER 


Commonwealth Hotel 


Opposite State House, Boston, Mass. 


Offers rooms with hot and cold water for 1.00 
per day and up, which includes free use of public 
shower baths. 


Nothing to Equal This in New 


England 


Rooms with private baths for ®1.50 per day 
and up; suites of two rooms and bath for $4.00 
per day and up. 
pining Room and Cafe First-Class. European 


ABSOLUTELY FIREPROOF 


Stone floors; nothing wood but the doors. 
Equipped with its own Sanitary Vacuum Clean- 
ing Plant. 


Long Distance Telephone in Every Room. 
Strictly a Temperance Hotel 


SEND FOR BOOKLET. 
STORER F. CRAFTS, Prop. 


60 YEARS’ 
EXPERIENCE 


PATENTS 


. TRabe Marks 
Desicns 


ty 
cir 
83: 


MUNI & Co, 20:aeen 


. 


4 


Business Cards 


NEZ E. THORNING 
cSRTHGE GHP roa BOwoge 


29 Main Street 
EORGE 8. COLE. 


_ Licensed Auctioneer, 
Careful attention given to sales of Household 
Furniture, Grass Auctions, Etc. 
., Residence, 18 Chestnut Street, Andover. 
Telephone Connected. 


Carpenter and General Jobbing 


_ Portable Houses For Sale 
14 Essex Street - Andover, Mass. 


Morton Street Laundry 


P. J. Dwane, Prop. 
All Kinds of Laundry Work 


SPECIAL ATTENTION GIVEN 
TO FAMILY WASHING 


pena L. LOCKE 


44 Morton Street, 
Andover . 
TELEPHONE 118—2 


FRANK H, MESSER, 


Funeral Director *"Embatmer 
RESIDENCE, - LOCKE STREET 


THEO. MUISE, 


18 BARNARD S5T., - 


Tailor 


Ladies Tailor Made Gowns a Specialty 


J. E. PITMAN, 


Mass. 


ANDOVER 


CONTRACTOR AND BUILDER. | 


All kinds of Jobbing and Repairing 
attended to promptly. 


SHOP AND OFFICE REAR 63 PARK 8T 
TELEPBONE CONNECTION. 


FRANK McMANUS 


DEALER In 


Meat and Provisions 


Office at L. H. Eames’ 
ELM STREET, ANDOVER, MASS. 


MARK DOWN 
—SALE— 


20 2. Reduction 


ON ALL 


WINTER GOODS 


ee 
ee 


J. WM. DEAN 


ON THE 8! ARE 


44 MAIN STREET 


Per 
Cent 


HOTEL 


Cumberland 


NEW YORK 
S. W. COR BROADWAY AT 54th 
St. Near soth Street Subway Station 
and 53d Street Elevated. Only New 
York Hotel with window screens. 


Ideal Location. Near Depots, Shops 
and Central Park. 
New, Modern and Absolutely 
Fireproof. 
i ass, 

a Prices Reasonable. 
$2.50 with bath and up. 

10 minutes Walk to 20 Theatres. 
SEND FOR BOOKLET. 


HARRY P. STIMSON, formerly with 
ace 

R. H. 
tel Woodward. 


Strictly 


of Mayor Fitzgerald 
BONSULS IN LINE WITH HIM 


Procession to Faneull Hall, Where 


Ceremonies Take Place—First Time 


That They Have Occurred Any- 
where Other Than In City Hall— 
New City Government Has Chance 
to Display Itself at Best Advantage 


Boston, Feb. 7.—The eyes of all 
nations, or at least all those recog- 
nized in international diplomacy, are 
resting upon Mayor Fitzgerald at the 
(nauguration exercises today at 
Faneuil hall. The affair thus takes 
pn an importance hitherto unknown in 
this city, for this is the first time 
that the foreign consuls stationed at 
Boston have participated in the in- 
auguration of a mayor. ‘They have 
very little to do with the ceremonies. 
It is true, but their presence estab- 
lishes a precedent.’ 


JOHN F. FITZGERALD 


The transfer of the exercises from 
city hall to Faneuil hall, for the first 
time in: the history of the city, gave 
the new city government a chance to 
be displayed at its best advantage. 
There was plenty of room for a truly 
impressive ceremony and plenty of 


seats for the friends of the mayor ’ 


and the nine new councilmen. 

Mr. Fitzgerald issued 200 invita- 
tions to his friends and each member 
of the common council issued fifty in- 
vitations. The capacity of the hall is 
less than a thousand seats. There 
have been occasions, even in the re- 
cent campaign, when the hall con- 
tained 1500 persons. 

This is the first time in the history 
of the city that invitations by the 
wholesale have been sent out by the 
Incoming city government. The 
small council chamber at city hall has 
admitted of no such liberality from 
the city fathers. Heretofore the 
mayor and the members of both 
branches of the city government have 
contented themselves with writing a 
note to friends for presentation to the 
city messenger, who would furnish 
seats in as desirable portions of the 
hall as were then available. 

Inauguration day begun with the 
meeting of Mayor Hibbard and the 
mayor-elect, with the chief justice of 
the supreme court, the chaplain, 
Rev. Leo J. Knappe, the former 
mayors of Boston, the foreign consuls 
and the new city council, in the 
armory of the Ancient and Honorable 
Artillery company at Faneuil hall at 
10:15 o’clock. Ten minutes later the 
members-elect of the council with the 
city clerk proceeded to the stage of 
Faneuil hall. Councilman-elect Bal- 
lantyne, the senior member, presided 
and in opening the ceremonies re- 
quested the city clerk to call the roll. 
He then announced a quorum. 

A member moved that a committee 
be appointed to notify the mayor- 
elect that the city council was in 
waiting. The committee later re- 
ported that it had waited upon the 
mayor-elect and that he would re- 
port presently. The committee was 


-discharged and the city messenger 


proceeded to the armory to escort the 
mayor-elect, Chief Justice Knowlton 
of the supreme court, Chaplain 
Knappe and the foreign consuls, led 
by Consul General Leary, represent- 
Ing Great Britain. 

At the entrance to the hall the city 
messenger announced the party and 
the chair rapped three times for all 
to rise. The foreign consuls were 
escorted to seats reserved for them in 
front of the stage, while the other 
members of the party took seats on 
the stage. After prayer by the chap- 
lain, the chair requested the chief 
justice to administer the oath to the 
mayor-elect, and the mayor-elect in 
turn administered the oath to the 
councilmen-elect. The audience re- 
mained standing during this part of 
the ceremony. 

The remaining feature of the pro- 
gram was that of the reading of the 
mayor’s inaugural address, which was 
one of the longest that any mayor of 
Boston has delivered in years. 

The councilmen, after the Faneuil 
hall ceremonies, returned to city hall, 


formerly with Ho-| Where they held their first meeting. | at $750,000. 


THE ANDOVER TOWNSMAN, 


FOREIGNERS 
PARTICIPATE 


Novel Features at Inauguration 


hand. 
hand was black. The other third was 
reddish, as if the skin had come off. 
A number of smaller marks stained 
| 
| 
| 
| 


|, FINGERS WERE STAINED 


: 
: Elmore Tells of “Their Condition When 
j Hattie Le Blanc Was Found 
| Cambridge, Mass., Feb. 10.—Hat- 
tie Le Blanc’s hands bore marks that 
would not come off after three days’ 
concealment, Attorney Elmore told 
, the probate court yesterday. 
| On the lower part of the index fin- 
} ger were stains like lead pencil marks. 
| Others, smaller in character, stood 
| put on the first knuckle of the right 
The lower two-thirds of her 


' 


her left hand. 

When Elmore said to her: “Hattie, 
what are those?” she did not answer. 

Later, in the examination at the po- 
lice station, she said that in a quar- 
rel or struggle with Glover he had 
knocked her hands against a machine. 

Again yesterday the relative posi- 
tion of Hattie LeBlanc and the mur- 
dered man at the time she said she 
heard the shot could not be fixed. 


COLONEL SWOPE’S DEATH 


Coroner’s Jury Finds it Was Due to 
' Poison Administered by an Heir 

Independence, Mo., Feb. 10.—Col- 
onel Thomas Swope was killed by 
strychnine administered in a capsule 
by Dr. B. C. Hyde. That was the 
verdict handed in by the coroner’s 
jury, which has _ investigated the 
death of the millionaire, who, it is al- 
leged, was killed in as strange a plot 
as ever was hatched, having for its 
object his $4,000,000 fortune. 

Dr. Hyde is one of the Swope heirs 
and for a time was the family physi- 
tian. It was during the period he 
occupied that trust that the strange 
epidemic of typhoid fever raged in 
the family. He withdrew after a con- 
pultation of nurses, and several mem- 
bers of the family who were ill imme- 
diately recovered. He has since sued 
John G. Paxton, executor of the 
Swope estate. 


DOCTORS PERFORM 
HASTY OPERATION 

Found King Gustave Suffering 
From Append 


Stockholm, Feb. 9.—King Gustave 
_was operated on for appendicitis, and 
it is officially stated that the opera- 
tion was a success. 

The king had been suffering from 
continual internal pains since Sunday 
evening. - The physicians first 
diagnosed the king’s illness as catarrh 
of the stomach, and the matter was 
taken with such little seriousness that 
several members of the royal family 
attended a concert. Later the phy- 
sicians diagnosed the case as one of 
appendicitis, requiring an immediate 
operation. 


A HUSKY BOWERY LAD 


Returns to Work After Burial Under 
Two Hundrea Tons of Coal 

New York, Feb. 8.—Burial eight- 
een feet deep for an hour and a half 
under 200 tons of pea coal befell “Bill” 
Thompson of the Bowery, but he was 
| unhurt. 

Police, laborers and clerks, franti- 
cally digging with bare hands, shovels 
and scuttles, made little impression 
| on the enormous mass of coal. Some- 
body had the presence of mind to 
summon a hook and ladder company. 

Guided by Thompson’s weakening 
cries, the firemen ripped out the 
wooden sides of the coal pocket and 
out shot Thompson with about ten 
tons of. coal. 

‘He spat the eoal dust from his 
mouth, accepted a drink .of whisky 
and went back to work, 


FOR ATTACKING A WOMAN 


“Bishop” of “Holy Ghosters” Gets 
Sentence of Three Years In Prison 
Baltimore, Feb. 10.—Denounced as 

a menace to society and an impostor, 

Jonas S. Sturtevant, negro bishop of 

| the “Holy Church of the Living God, 

| the Pillar and Ground of Truth,” and 
leader of the “Holy Ghosters,” was 
sent to jail for three years by Judge 
| Grannan. 

Sturtevant was convicted of having 

| attacked and beaten Mrs. Rose Dem- 
merd, one of the white disciples. 

Mrs. Demmerd told a revolting story 

| of life spent in quarters occupied by 

white women over whom the negro 
apparently had complete mastery. 


NOT PROPERLY NOURISHED 


Thousands of Chicago Children Go to 
School With Empty Stomachs 
Chicago, Feb. 9.—The statement 
that 5000 Chicago children go to 
school hungry each day and that 10,- 
| 000 are not. properly nourished was 
verified by Assistant Superintendent 
Shoop. 

“I am certain the figures are not 
overdrawn,” said Shoop. “I know 
from personal observation that many 
children do not make progress in 
school because they do not receive 
good, nourishing food.” 


Boston Has $750,000 Fire 
| Boston, Feb. 10.—A_ spectacular 
fire destruyed the six story manufac- 
turing plant of the New England 
| Rendering company and an, immense 
cattle shed of the Armour company at 


| Brighton. The total loss is estimated | 


$6000 A YEAR 
DURING LIFE 


Peary Is to Be Retired With 
Rank of Rear Admiral 


BILL PASSED BY THE SENATE 


Leaves Discoverer of North Pole Free 
to Appear Before Scientific and 
Other Audiences—Explorer Pre- 
sented With Purse of $10,000, 
Which He Turns Into Antarctic Ex 


ploration Fund . ‘ 
. Washington, Feb. 10.—Commander 
Robert E, Peary’s magnificent act of 
renunciation and generosity in New 
York Tuesday, whereby he turned a 
$10,000 gift to himself into the fund 
for equipping the Antarctic exploring 
expedition, met with quick recogni- 
tion in the senate Wednesday. 

Senator Hale of Maine reported and 
asked for immediate consideration of 
his bill authorizing the president to 
appoint Peary a rear admiral in the 
navy and place him upon the retired 
list. -With Vice President Sherman in 
the chair and not a word spoken in 
behalf of this belated recogni- 
tion, the senate amended the bill on 
Hale’s motion to make the re- 
tired pay the highest of the grade 
and unanimously passed the Dill. 

With like action in the house, 
which is expected as soon as the Al- 
len bill ig formally approved by the 
navy department, Rear Admiral 
Peary will draw $6000 a year for the 
remainder of his life and yet remain 
free to dispose of his own time as he 
pleases. : 

His promotion is accomplished 
without injustice to any other officer 
In the service, as the law will create 
an additional number for the benefic- 
lary. Peary will now be ffee +o ac- 
cept the many invitations to appear 
before scientific and other audiences 
with which he has been deluged from 
all parts of the world. His immedi- 
ate plans contemplate, of course, his 
assistance in the outfitting of the Ant- 
arctic expedition. 

The resolution introduced in. the 
house by Representative Allen of 
Maine, authorizing the promotion of 
Peary to the rank of rear admiral and 
retiring him from active service, was 
received at the navy department. 
The resolution was sent to the de- 
partment by Chairman Foss of the 
house naval committee, and the pres- 
ent expectation is that it will be re- 
turned to congress approved. The 
judge advocate general probably will 
be required to pass upon the resolu- 
tion and will submit it with his views 
to Secretary Meyer. 

It is now regarded as certain that 
Peary will be officially recognized by 
his government as the discoverer of the 
North Pole. . Secretary Meyer has an- 
nounced that he favors the advanced 
rank for the explorer as a reward for 
his Arctic explorations. 


HUNT FOR SOUTH POLE 


It Will Be Undertaken by the National 
Geographic Society 

Washington, Feb. 9.—America has 
decided to seek for South Pole lau- 
rels similar to those won for her by 
Commander Peary-at the North Pole. 

The National Geographic society 
has resolved to send an expedition in 
search for the South Pole, provided the 
necessary funds can be raised. It is 
not believed that there will be any 
lack on this score. 

Captain Bartlett, who was in com- 
mand of the steamer Roosevelt on the 
trip to the North Pole, probably will 
be placed in charge of the expedition 
into the Antarctic regions. With the 
exception of Commander Peary, the 
members of the expedition will be the 
same.as those who returned last year 
from. the frozen north. 


HUGHES NOT TO RUN AGAIN 


Under No Circumstances Will He Ac- 
cept a Renomination 

New York, Feb. 8.—Governor 
Hughes reiterates his determination 
not to accept a renomination, in a let- 
ter to Assemblyman Green. 

“I have already publicly stated that 
I cannot under any circumstances ac- 
cept a renomination,” writes the gov- 
ernor, “and I suppose that is under- 
stood by the people of the state. 

“Of course, you-.and others who 
have been so strong in my support 
should realize there is not the slight- 
est doubt about the matter and that I 
mean exactly what I have said.” 


Had No Use For Water Wagon 

Bristol, Tenn., Feb. 8.—John 
Densmore, who died at Pocahontas, 
Va., had abstained from drinking 
water for thirteen years. It is an- 
nounced as a fact that he had not 
drunk a drop of water during that 
period. 


Doctor Contracts Smallpox 
North Brookfield, Mass., Feb. 9.— 
There is consternation among the pa- 
tients in this town of Dr. E. A. Lud- 
den, chairman of the board of health, 
who has contracted smallpox from a 
patient whom he attended. 


Senate Votes Beef Inquiry 
Washington, Feb. 10.—The senate 
adopted the Elkins resolution provid- 
ing for investigation of the causes un- 
derlying the higher cost of living by a 
select senate committee of seven. 


CHILD LURED-TO BARN 


Little One Mutilated and Then Dellb- 
erately Strangled to Death 

Newark, N. J., Feb. 10.—The 
murder of a 5-year-old girl was re- 
vealed by the finding of her mutilated 
body in an old broken-down barn 
here. 

The discovery was made by the 
child’s father, Harry Tishkowit, at 
the head of a party who had been 
scouring the neighborhood in search 
of the missing little one. Lying on a 
heap of refuse in one corner of the 
dilapitated structure was the twisted 
body, from which practically the 
clothing had been stripped. - 

There was every evidence that the 
murderer had finally deliberately 
strangled his victim to death. The 
little one’s outstretched hand _ still 
Brasped a penny, which had evident- 
ly been the lure which drew her to the 
dismal interior and to her death. 

Detectives had their hands full try- 
ing to prevent an excited mob of for- 
eigners from lynching a suspect who 
was arrested. The man taken into 
custody is a foreigner. 


REBEL LEADERS CAPTURED 


Shamorro Said to Be Retiring, With 
Government Forces In Pursuit 
Managua, Nic., Feb. 10.—The 
prisoners taken at Las Garitas have 
arrived at Managua. They include 
several officers of the revolutionist 
forces. The government column sent 
in pursuit of Chamorro reports that he 
is retiring in the direction of the Rio 


Grande. 

Jose Ramirez, minister of posts and 
communications under former Presi- 
dent Zelaya, who was arrested and 
thrown into jail about six weeks ago, 
is still kept in confinement awaiting 
trial. He was charged by Madriz ag 
having used he telegraph lines of the 
country to further the political aims 
of the enemies of the government. 


SUICIDE ON DATE 
__ SET FOR WEDDING 
Pretty Girl Smilingly Joins Her 
Flance In Death 


Niagara Falls, Feb. 9.—Investiga- 
tion by the authorities into the cause 
of the dramatic suicide of Miss Bea- 
trice Snyder, a pretty 25-year-old 
Buffalo girl, who went over the 
American falls after smilingly bid- 
ding goodbye to two would-be res- 


cuers, shows that she was broken 


hearted over the death of her fiance, 
George F. Myers, and that she select- 
ed the date set for their wedding to 
end her life. ; 

The body of the girl has not been 
recovered and perhaps never will be. 


It is supposed to be under the ice - 


bridge and will probably be ground to 
pieces when the ice begins to disin- 
tegrate and break up. 


SETTLED BY ARBITRATION 


Strike of Philadelphia Shirtwaist 
Makers Comes to an End 

Philadelphia, Feb. 7.—Terms of 
settlement of the girl shirtwaist mak 
ers’ strike were agreed upon here by 
a board of arbitration chosen at a 
meeting of strike leaders and manu- 
facturers. 

All the strikers are to be taken 
back by their former employers, but 
the “open shop” conditions insisted on 
by the manufacturers is to prevail. 

The question of wages is left to be 
decided upon by the individual manu- 
facturers and representatives of their 
employes, Three thousand girls are 
involved in the strike, which has last- 
ed eight weeks. 


NATIONAL PAYS $604,304 


Settles With Government For Under- 

weighing Importations of Sugar 

New York, Feb. 10.—The National 
Sugar Refining company formally 
turned over to the United States 
treasury the sum of $604,304, due the 
government for shortage in importa- 
tions of sugar between 1907 and 1908. 

In announcing the settlement W. T. 
Dennison, who is assisting in the 
prosecution of the sugar frauds, said: 
“This settlement in no wise affects 
the criminal prosecutions of any in- 
dividuals who may be shown to have 
been responsible for any criminal 
frauds.” 


VILLAGE OF BYGONE DAYS 


Sclentists. Will Investigate One Just 
Discovered In Arizona - 

El Paso, Tex., Feb. 10.—Another 
prehistoric village has been unearthed 
in Arizona. 

Frank C. Erwin, while digging an 
irrigation ditch fourteen miles from 
Cochise, unearthed a number of uten- 
sils and skeletons and then found a 
wall twenty feet long and tables bear- 
ing remarkable hieroglyphics. 

Work at the place was stopped and 
the Smithsonian institute has been 
notified of the discovery. 


Quick-Witted Woman Saves a Life 

Waltham, Mass., Feb. 10.—The 
waters of the Charles were sweeping 
6-year-old Joseph Eagle to a certain 
death beneath the ice when Miss 
Eliabeth Roach, aged 22, improvised 
a lasso from a clothes line, cast it 
about the lad and held him until a 
man came to her ald and dragged him 
to the bank. , 
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a small barn. 


CHESTNUT STREET, not far from the square, a farm of ro acres, with 
house of 8 rooms. Fine location, high and dry. 


ARGILLA ROAD, a farm of 1o acres, with house of 5 rooms, and a 


small barn. 


TEWKSBURY, a farm of about 8 acres, with house of 7 rooms, shed and 
and carriage house; fine well water. 


Ballardvale depot. 


The ‘above aré only a few of what I have, the prices ranging from 


: $1000.00 to $7000.00. 


ESTABLISHED 1890 


Andover Real Estate : Insurance Agency 


B. ROCERS, Proprietor 


FARMS FOR SALE 


SCOTLAND DISTRICT, a farm of about 42 acres; fine house of 10 rooms, 
heated by furnace. Located near line of electrics. 


WEST ANDOVER, a small farm of three acres; house of 8 rooms and 


Situated about 1} miles from the 


t 


I also have some good investment property; also building lots from 


$250.00 up, und some fine residential property. 


ROGERS, 


Rents Collected and Estates Cared For 
TELEPHONE CONNECTION 


if. You Buy It at Whiting’s 
It’s All Right 


THE BEST 
ALARM CLOCK 


If you have use for an ALARM CLOCK 
to wake you up these cold mornings, 
you should get a good one. 


A poor Alarm Clock is much worse 
than no clock at all, 


In these short days it is frequently 
still dark when it is time to get up. 


You'll oversleep unless you have a 
RELIABLE ALARM CLOCK. 


J. E. Whiting 


Jeweler and Optician 
Andover 


If you want beans, 
Come out to J. P. West’s teams; 
You will find them smoking hot 
In a great big earthen pot, 
And that’s what we call 
BOSTON BAKED BEANS. 


« ...Gift Shop... 


Frames Regilded and 


Pictures Restored 


MASSACHUSETTS 


Picture Frame 


ANDOVER, 


LoviseES.GoLpsMIrH ARTHURG. CLARK 


$5.75 por ton $5.00 per chaldron 


Pe GNP 


Notary Public, Auctioneering and 
Insurance Agency, Musgrove Bldg, 


Smokeless Fuel 


—_——_ 


OTTO" Coke 


.. Dust 
Smoke 
Soiled Hands 


STOVE SIZE 
$6.25 por ton $5.25 per chaldron 


RANCE AND FURNACE 


Compared with coal—cost 25% less, 
quantity 100% more, 


FOR SALE BY 


ANDOVER COAL Co, 


Coai and Coke at wholesale ana retail, 


Office: 11 BARNARD STREET 
Telephone 232-3 


BARGAINS 

Even with all our experience in 
buying, we can’t tell merely by look- 
ing at a piece of furniture how well 
the lumber is seasoned, and how 
faithfully the work has been done. 
So we do not depend entirely upon 
our knowledge and judgment. We 
buy only the goods made by factories 
whose honesty of workmanship and 
good taste have been proven. We 
refuse to take any chance with your 
good will and our reputation. 

That we are able to say that. our 
business is steadily growing, is be- 
cause people who have taken the 
trouble to investigate, have found 
out that it is worth while to consider 
us when wanting furniture, and so 
continue to patronize us and recom- 
mend us to their friends, 

We are now making a specialty of 
a nice assortment of the choicest pat- 
terns of Sanford Axminster Rugs— 
which is a high grade line—at $1.10, 
$2.25, $3.75, according to size. 

Our line of carpet size rugs is al- 
ways atractive both in designs and 
prices, You really do not do justice to 
yourself when you neglect seeing 
these when in quest of rugs. 

BUCHAN & FRANCIS, 
10 Park Street. 


moment, 


= 


Order Now and avoid disappointment. Orders 
delayed until the last of March will receive at- 
tention as soon as possible, but we cannot guar- 
antee prompt delivery on rush orders at the last 


ORDER EARLY. 


LAWRENCE GAS CO. 


MUSGROVE BLOCK 


ESousncnswoes 


Our 20 7 Discount on Gas 
Ranges Expires 
THURSDAY, MARCH 3lst 
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“THE TOWN 
BY 
A COUNTRYMAN AT HOME 


Safeguard the Savings Banks 


It isn’t a pleasant outlook ahead 
of the depositors in the Southbridge 
Savings Bank. The report of the 
Savings Bank Commissioner and _ his 
expert shows a shortage of more 
than $400,000, It further shows that 
this great loss has been accumulat- 
ing for twenty years, and the state- 
ment of the embezzling treasurer 
only adds to the disturbed state of 
mind of the people in Southbridge. 
When the treasurer of a financial in- 
stitution incorporated under Massa- 
chusetts laws and under the super- 
vision that is supposed to be exer- 
cised in the conduct of Massachu- 


setts savings institutions, can carry 
on his thieving for twenty years 
without detection, there is something 
either radically wrong with the sys- 
tem, or there is good ground for the 
Suspicion that the trustees have been 
very remiss in the work of oversight. 
The latter. seems to have been the 
case in Southbridge. 

The query may easily arise, why 
can’t this kind ,of looting be done 
everywhere, and it isn’t surprising 
that this query is travelling pretty 
rapidly through the Commoawealtb. 
We don’t believe it can pe done 
everywhere, and _ furthermore, we 
don’t believe it can be done in an- 
other place in Massachusetts. _ Here 
was a bank that was practically con- 
trolled by a single family. An inter- 
change. of work and interests between 
national and savings banks, between 
trustees and directors, all “uncles and 
cousins and aunts,” all seem to have 
led to a confidence in the savings 
bank treasurer, and an insistence shat 
he was right that is largely respon- 
sible for the condition in which the 
bank finds itself today. Every one 
of these defalcations is an added 
safeguard for all the other banking 
institutions. Let us hope that this 
Southbridge affair is sufficiently large 


to be a pretty strong anchor for a | 


iong while. 

The suggestions of Bank Commis- 
sioner Chapin that have just been 
sent to the legislature should not, 
however, go unheeded. The Com- 
missioner calls for a law to make 
examination and audit a complete 
and official part of the state depart- 
ment, the cost of the same to be 
charged to the bank. Good! put it 
nto law and the sooner the better, 
The sound, well governed banks will 
welcome such uniform auditing and 
sne other kind need it. 


Editorial Cinders 


A delighted and enthusiastic audi- 
ence made up largely of friends of 
the family when the artist was a curly 
headed boy in Andover, gathered at 
Davis hall on Monday afternoon to 
listen to the recital of George Harris, 
Jr. To comment upon the afternoon 
program from the standpoint of a 
musician must be left to others than 
the writer, but to say just a word as 
to the satisfaction felt by Andover 
people in the success of one of “their 
boys” is certainly not out of place 
in this column. Those who have 
kept in touch with the development 
of the great singers were delighted 
to have their expectations of a bril- 
liant future for young Harris realized. 
Those who went for old acquaintance 
sake, or out of regard for Prof. and 
Mrs. Harris, appreciated the right 
to pride and satisfaction that friends 
and parents have in the progress of 
Mr. Harris. May the great future 
never lead to a breaking of the link 
with that part of the past in which 
Andover has a. share as the home 
of Professor Harris and his family. 

OOK 

That was an unusual affair which was 
held at the town hall on Tuesday 
evening under the auspices of the 
November club, and under the direc- 
tion of Mr. Peirce, the artist. Un- 
usual in the number of local people 
who were interested, but more so in 
the splendid artistic results secured. 
Nothing could be imagined more 
striking and more beautiful than the 
living pictures which were posed with 
such rare skill from the standpoint 
of artistic arrangement and _ brilliant 
coloring. The little comedy was a 
gem; the parts of the various Muses, 
without exception, were taken with 
rare grace and skill, and the entire 
evening’s program was one long to 
be remembered by one of the most 
brilliant audiences assembled in the 
Andover town hall for many years. 

eK 

The late John L. Brewster was an 
unusual man. Born and bred in the 
best New England ideals, he lived 
closely to those standards. He was 
a natural participant in® public affairs, 
and his long career is marked by 
notable service for that town or city 
where he has lived. In Andover he 
gave generously of his time, for sey- 
eral years, to our public school work, 
as a member of the school board, 
and his wise counsel backed by long 
training made him a valuable mem- 
ber. He was.a leader in the church 
life, a generous giver of charity, a 
Sympathetic neighbor and friend. 
His death closes a.long and useful 
life, rich in achievement and honor- 
able in its living. _ 

a) 

The analysis of the new Federal 
incorporation law by Mr. Wm. M. 
Wood is one of the keenest reviews 
of that measure yet put into print. 
It is published on page seven of this 
issue and will well repay a reading, 


THE STATE 
BY 
A COUNTRYMAN ABROAD 


TO THE HON. BUTLER AMES 
Congressman for the 
6th Mass, District 

If you are a candidate for United 
States Senator, shall you also be a 
candidate for the Republican renom-. 
ination as Representative in Con- 
gress? . 

RES VR: 


TS 
The Cost of High Living 


It is a pretty difficult thing for the 
state of. Massachusetts to go, very 
long without some sort of investiga- 
tion, and it will: therefore occasion 
no surprise among the people who 
are well informed about such matters, 
to learn that another one is on the 
tapis at the present moment in which 
the high cost of living is to be the 
subject matter. It isn’t so very long 
ago that the high cost of fuel affected 
by the coal strike was the subject of 
4 long and fulsome investigation, re- 
sulting in voluminous reports but very 
little else that was of a benefit to the 
Commonwealth. 

We are inclined to think that the 
present subject, howeyer, may “be 
looked into with profit, but of a dif- 
ferent kind of profit than that which 
many people expect. Personally, we 
do not believe that it is nearly so 
much the “high cost of living” as it 
{s “the cost of high living” that is 
disturbing the people of the country, 
and if even this latter -condition is 
proven by careful investigation, it will 
be a prourestive step and a result 
making the agitation worth while. 
People have little appreciation today 
of the rapid pace at which they are 
travelling in their daily trend toward 
extravagance. Seldom’ were times 
better and business conditions more 
promising than now, and the fact that 
people feel the pinch of living ex- 
penses, very easily leads them to be- 
lieve that the adjustment of condi- 
tions is not right. This leads us to 
4 suggestion as to what we believe 
che result of all investigations of the 
cost of high living will be” 

Undoubtedly there will be a tend- 
ency toward retrenchment on the 
part of many families as the condi- 
will be a lowering of prices for some 
tions are shown, Undoubtedly there 
commodities where keen competition 
and re-adjustment of values make it 
possible. But we believe the greatest 
benefit to be secured from any investi- 
gation along this line will be in the 
nature of a suggestion for opportuni- 
ties for increased production and in 
methods of more intensive work in 
producing the various necessities of 
life which are now the subject of at- 
tack, Already some of the strongest 
men in the country are pushing these 
ideas, and it is good to see that our 
distinguished citizén, Mr. William 
M. Wood, world leader as he is in 
his own branch of business, comes 
out strongly at this time in favor of 
more general use of New England 
hills and fields in the raising of sheep. 
This is only one branch of the pos- 
sible activities that may be engaged 
in to lessen the cost to consumers by 
increasing production. Conservation 
is a pertinent cry with reference not 
only to woodland and forest but to 
a multitude of other neglected and 
abandoned factors in making the cost 
of living for New England and the 
United States. There is much pro- 
mise in state and national investiga- 
tions along these lines, and taken al- 
together, we are inclined to believe 
that the state does wisely in appoint- 
ing an investigation commission. 


“His Honor Mayor Fitzgerald” Again 


Thanks to a very badly bungled 
piece of legislation, with further 
thanks to a very badly bungled po- 
litical campaign, John F. Fitzgerald 
is now mayor of Boston for the en- 
suing four years. He has entered 
upon his work in this honorable and 
responsible position with what ap- 
pears to be the very highest purpose, 
to give to the city of Boston a very 
different administration from that 
which she enjoyed under his pre- 
vious term of office. Lovers of good 
government everywhere will hope 
that this promise will be fulfilled, not 
only for the good of Boston, but for 
the good of all New England, of 
which Boston is the centre. 

No man ever started out with bet- 
ter opportunity to make good than 
that which now confronts Mayor 
Fitzgerald. He will find many flaws 
in the charter under which he must 
carry on his office, and he will be 
subjected to several serious handi- 
caps so far as exercising his own 
free will is concerned. While he is 
under the control, more or less, of the 
Finance Commission, there are many 


| things which he can do without any 


recourse to that body. We are very 
doubtful about the divided respon- 
sibility that is placed upon the ad- 
ministration of Boston through the 
exercise of certain functions by the 
mayor under the Finance Commis- 
sion. Time will tell whether this is 
a wise provision or not. We wish 
for Mayor Fitzgerald every possible 
success in giving clean government 
to the capital city of the state. 


Editorial. Cinders 


Over in Lawrence they are having 
an investigation by the grand jury 
into the acts of some of the city 
fathers in that community. The Dis- 
trict Attorney’s original declaration 
that it was “best that the Lawrence 
hot air should blow itself off” did not 
go with some of the best people over 
there, and they have pressed the mat- 
ter.until l:+ was obliged to take it up. 


DEATH 


OF AN HONORED CITIZEN 


JOHN LEANDER BREWSTER 


In the passing of John Leander 
Brewster on Saturday, February 5, 
at his home on Locke street, Ando- 
ver, and especially Lawrence, lost a 
man highly respected and esteemed 
asa scholar, educator and. citizen. 

He was born in Alton, N. H., in 
1833, and received his early educa- 
tionin the schools of Wolfboro, and 
at New Hampton seminary. He was 
graduated from Dartmouth in 1861, 
and was married the following year 
to Ada A. Tenny of Hanover, N. H. 

In the fall of 1865 he was appoint- 
ed master of the Olive Grammar 
school in Lawrence, holding that posi- 
tion until 1873. He then became 
treasurer of the “Broadway Savings 


Bank. After four years of service 
there he retired on account of ill 
health. From 1880 to 1996 he was 


Superintendent of Schools in Law- 
rence. Since 1886 he was managing 
trustee of the estate of his uncle, 
John Brewster of Cambridge, an 
estate which, is devoted to the main- 
tenance of the Brewster Free Aca- 
demy, Wolfeborough, and other phil- 
anthropic causes. Mr. Brewster was 


also trustee of various other stnaller 
estates and educational institutions, 
During 1875 and ’76 he was president 
of the Lawrence Common Council and 
chairman of the Republican City Com- 
mittee. For seven years he was a 
trustee of the Publi¢é Library and for 
nearly as long a period he served as 
a member of the school committee, 
For 30 years he was a deacon in the 
Lawrence St. Congregational church, 

In 1896 he came to Andover, where 
during the last years of his life he 
has made his home. He was a mem- 
ber of the South church. 

Death was due to a general break- 
down, coming after several weeks pf 
failing health. Within the past year 
he has suffered the loss of his wife 
and his only surviving brother, and 
the sorrow occasioned by their deaths 
undoubtedly hastened his own. 

He is survived by two sons, Edwin 
T., and W. T. Brewster, a teacher at 
the University of Columbia, N. Y, 

The funeral was held Tuesday after- 
noon from the family home on Locke 
ae Interment was at Hanover, 


Present appearances are that more 
than one person is to be caught in 
the net that has been cleverly set for 
them by State Officer Flynn. It is 
high time that the truth of some of 
the assertions with regard to politi- 
cal conditions in Lawrence was 
proven. If men are guilty of what 
has been so loudly charged, they de- 
serve to be-in jail. If they are not 
guilty, they deserve to be exonerated. 
It is to be hoped that the investiga- 
tion may not stop with grand jury 
indictments as have so many investi- 
gations during the career of the per- 
son who holds the office of District 
Attorney. Let indictments be fol- 
lowed by prompt trial and then the 
public will know the right and the 
wrong involved. 
See 

Churches and men’s clubs are 
tumbling over themselves in their 
efforts to secure the services of the 
new mayor of Salem-—to address their 
vrganizations. This distinguished cit- 
:zen 1s usually announced as the “re- 
iorm mayor” of Salem, who had been 
a citizen of the cjty but a few weeks 
beiore his election. The second num- 
ber on the program is the appearance 
of the same distinguished citizen with 
a carefully prepared tirade about the 
wickedness and corruption that ex- 
ists in Salem, and that he is now up- 
tooting. It will be interesting to re- 
view the history of the young man’s 
career after the close of his term as 
mayor. We are inclined to take the 
view at the present time that such a 
recapitulation will show Salem to 
have been a pretty fine city on Janu- 
ary I, 1910, and a city in which very 
little improvement, at least, will be 
marked.-by the passing of the twelve- 
month following the date aforesaid. 


Moral Aspect of the Different Occu- 
pations,” to be given at Christ church 
during Lent, will begin next Sunday 
evening. Owing to the illness of Dr. 
John B. Hawes, Jr., of the Massachu- 
setts General hospital, who was to 
make’ the address on “Medicine,” his 
place will be taken by Dr. W. B. Can- 
non, A.M., professor of physiology 
in the Harvard Medical school. There 
will be an organ concert by Mr. Ever- 
ett H. Titcomb at 7.15 o’clock, and the 
service will begin at 7.45. 


The series of addresses on “The 


Deaths © 

In Georgetown, Demerara, British Gui- 
ana, December 20, 1909, aged 31 yrs, 11 
mos, and 5 days, Jonas Eastwood, former- 
ly of Andover, 

In Andover, February 5, 1910, aged 71 
years, John Leander Brewster. 

In Frye Village, February 6, 1910, aged 
13 years, of typhoid..fever, Herbert E. 
Mayo, son of Mr. and Mrs, Herbert Mayo. 


You are proud of your 
wife and children. Why 
don’t you bring them 
to us to be photo- 
graphed? We will give 
you a picture that will 
make you prouder still. 


Telephone to-day for an 
appointment. 


The Sherman 
aed Studio 


BLANCHARD & CO. 


Bay State Buivoinc, Lawrence. 


BANKERS «4» BROKERS. 
Correspondent of 


PAINE, WEBBER & Co. 


Boston. 


jf 
NEW YORK. 


DIRECT PRIVATE wike. 


ARCO 


FRIDAY, FEBRUARY 11, 1910_—Cl 


REID & HUCHES Co. 


THE BOSTON STORE OF LAWRENCE 


THE NEW 1910 


Await your inspection. So great and so diversified © 
is this seasons assortments that for a few days we 

will make special displays of these in the Millinery 
department street floor,—in addition to the showing 
in our Wash Dress Goods department same floor. 


Come and see the new 


Tissues, Calatea Cloth 
Linens, Enealish Shirtings 
Cinghams, Arabian Siiks, 
Madras, Tussah Weaves, 


French Novelties 
Canvas Cloths, 
Irish Linens, 
Pongee Linen, 


Baedad Pongee, 
Rajah Effects, 
Brocades, I 
Cros Crains, ° 


Chambrays, Percales, 
Lawns, Repps, 
Jacquards, Victorias, 


and every popular weave in every favored shade and color tone, 
A good Showing. 


Meet me in the Reception Parlor of 


THE BOSTON STORE of Lawrence 


ller es 
ns, 
lent 
and 
a TANLEY - ER : 
£ a 

or : 
| as 537-539-541 COMMON ST., - LAWRENCE 
tee, 

t ‘ 
INTERIOR AND EXTERIOR DECORATORS, FRESCOERS 
lere MURAL AND SIGN PAINTERS. 

he 
o Wall 2apers—A large assortment of all the newest styles. 
oe Rugs—We are selling agents for the Lyon high grade, all worsted rugs, the 
se best rug manufactured in America. 
ir We are showing exclusive selections of all styles of draperies and drapery ma 
on terials, such as Velour, Damask, Tapestry, Armure, Cretonne, Taffeta, Silk, 

Silkoline, Madras, Scrim and Colored Fish Net. 

Aco We make a specialty of Art and Craft Burlap, Monk's Cloth and Scrim, on 


Y which we will stencil in oil colors, any scheme or pattern, to harmonize with wall 
paper, carpet or upholstering in room. 


eke 

a No Extra Charges For Sketches and Estimates. 

si Window Shades of all Hinds and Sizes Made to 
an Order in a Thorough and Up-to-Date Manner. 

mer A visit to our Show-rooms, Studio and Art Gal- 
ie lery will prove most interesting. 

rt EB 

Mayo. 


T. A. HOLT CO. 


Telephone 64 


THE “NO MEAT” and “GOOD COAL” MOVEMENTS 
HAVE THE STAGE JUST NOW. 


The people are standing for good, clean, well prepar- 
ed COAL. Coal that. burns well and has little ash. 
A great saving to anybody who uses it. 


)s YOU TRY IT NEXT TIME. 


CROSS COAL COMPANY 


54 MAIN STREET 


ARCO BLOCK, TELEPHONE 


ee 
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BEAUTIFUL POSE AND POETRY 


“Masque of the Muses” Gives Rare 
Pleasure to a Large Local 
Audience 


It is almost needless to say that 
those who went to see the “Masque 
of the Muses” at the town hall on 
Tuesday night, expecting to gain fifty 
laughs in fifty minutes, were disap- 
pointed. Laughter was to be had, 
but it was not broad laughter. On 
the other hand, those who went ex- 
pecting to see beauty-of form and 
color, were more than repaid. Mr. 
H, Winthrop Peirce has directed re- 
warding entertainments in Andover 
before now; but he has designed none 
that equalled this in variety and range 
of loveliness, delighting the eye and 
enriching the memory. At the outset, 
tribute must be paid to the invisible 
director. Never appearing in person, 
he was the soul of the beautiful spec- 
tacle from beginning to end. He had 
the intelligent co-operation of over 
fifty people on the stage, and many 
others behind the scenes. Women 
brought their fair faces for the occa- 
sion, and musicians brought their tal- 
ents. But it was Mr. Peirce who took 
the separate parts, human faces and 
forms, musical notes, silks, satins, 
cheese-cloth, real jewels and paste 
jewels, electric lights and paper flow- 
ers, gilt paper and mere shadows, and 
wrought them into a series of charm- 
ing poetic pictures. He took us com- 
mon folk into a rare world, and it was 
a happy fortune to be introduced to 
it. We are the richer on account of 
his unusual talent. 

Mr. Peirce was represented in pub- 
lic by Mr. Edward Sturgis, who, in 
the first scene, came as the “poet” to 
invoke the Muses at their altar, where 


the sacred fire was lighted by the 


priestess (Mrs. Warren K. Moore- 
head). This whole scene, except that 
it was injured by lack of proper space 
for ‘it, was a fine foretaste of what 
was to come. The attendants of the 
poet, with their graceful dress, meas- 
ured steps and scattered roseleaves, 
were a pleasure to the eye. Once up- 
on a time a happy young man was 
telling the present reporter how he 
woke to love. Said he, “And then do 
you know, I looked at her all of a sud- 
den, and, ‘by George, I’d never known 
before what a pretty thing a woman 
is.” Perhaps some of us had not real- 
ized before what pretty things Ando- 
ver women are. It was not a bad 
thing for prosy male companions 
down in the audience to, be waked 
up again to the fact of feminine love- 
liness. ae 
Following the “Invocation of the 
Muses,” came the first tableau, “Mem- 
ory, Joy, and Sorrow.” This was one 
of the distinguished examples during 
the evening of Mr. Peirce’s skill in 
using colored electric lights to height- 


a 


en the effect of his artistic groupings. | 


After this, the Muses in turn ap- 
peared and announced themselves, 
each Muse being immediately fol- 


lowed by some scene illustrating her} 


special domain. The immortal nine 
were represented by Miss Mary E, H. 
Dern, Mrs, Frank T. Carlton, Miss 
Helen Bodwell, Mrs. Edward Y. 
Hincks, Mrs. Percival Dove, Mrs. Jas. 
'C. Sawyer, Miss Anne Coleman, Miss 
Frances Tyer, and Miss Cornelia Wil- 
liams, Each one of them was a sat- 
+ isfaction to the eye, and besides, each 
of them hid her distinctive way of giv- 
ing pleasure. Miss Dern’s intelligent 
reading was an unalloyed gratifica- 
tion. Mrs. Carlton was a most strik- 
ing figure in a costume admirably 
| suited to her, draperies of black and 
scarlet, stamped with gold. Miss 
Bodwell, as the muse of epic poetry, 
revealed a rarely sympathetic and ap- 
pealing voice. Mrs. Hincks attracted 
| Populas regard more, perhaps, than 
‘any other, As the muse of astronomy 
| she wore an especially attractive robe 


‘ 


of blue, floating fold on fold, spangled” 


with silver stars. She wore’a crown 
of stars, and poised a spangled globe 
upon her uplifted hand, which sparkl- 
ed with starry diamonds. Mrs, Dove 
was a radiant figure asthe muse—of 
comedy, and Mrs. Sawyer was touch- 
ingly earnest as the muse of sacred 
song. Miss Coleman was a flashing 
representative of love poetry, and 
Miss Tyer in her delicate draperies a 
lovely vision of lyric poetry, The last 
of the nine was the muse of the dance. 
Miss Williams was dressed in light 
pifik, and carried a shawl which, as 
she danced, twisted and folded into 
all shades, from lightest pink to deep 
rose. To the color-loving eye this 
concluding spectacle, with its back- 
ground of the preceding characters, 
was continuous beauty. A word must 
be given, too, to the verses which the 
muses recited, and which were writ- 
ten by Mrs. Peirce. All of them were 
definite and straightforward, and made 
the muses of far-away Greek mythol- 
ogy comprehensible and real today. 
The accompanying music was select- 
ed skilfully. Perhaps especially to be 
mentioned is  Chopin’s “Funeral 
March,” which accompanied the 
words of the tragic muse. 

It would be pleasant to give larger 
space than is possible to the tableaux. 
Miss Olive Runner of Abbot Acad- 
emy was lovely and stately as the sad 
captive queen, Zenobia. The three 
tableaux illustrating the story of Tris- 
tram and Isolde were graceful in their 
grouping and rich in their coloring, 
cand the scarlet Dante and the fa'r 
white Beatrice were very effective. 
“The Pleiades” were a surprise and a 
‘leasure. Fair women’s faces were 
‘mly seen as if in the dark blue 
. wens, holding forth into distinct- 
: seven brilliant vex (seven elec- 

; , ‘ights arranged as they appear in 
ue a nail sky). In “Saint Cecilia, 
ih wae Datd to tell which was the 
nore: oh ‘arming, Saint Cecilia or the 
angel. ‘s “he tableau, | Drink to me 
only with thine eyes,” was one of the 
mcat atti cally perfect of all, and in 

surpasses its predecessor, 


this respect. *" ; : 3 
which, though Liapaiteieehet was cramp 


ed by its framm * 
It remains to 
“Apples,” whiel 
the muse of comm 
py variation in ti 
tainment. The litt) 
rapid buoyancy which 


mention the comedy 
was put forward by 
ty. It proved a hap- 
2 evening’s enter- 
2 play lacks the 
ought to charac- 


“ i 
terize such a sketch, and the actors 


did not infuse into it what the author 
had not put in; but, aside from this, 
they were both able and successful. 
The audience followed them with 
amused and interested attention to the 
end. Mrs. Peirce played the leading 
part with unfailing distinction and 
fluent grace. There was much pen- 
sive charm in ‘her impersonation of 
the heart-hungry, clear-headed Lady 
Roedale. A more practiced actress 
has not appeared in Andover for many 
years, and it would be a pleasure to 
see her in a larger part. Mr. Dove 
was natural, dignified and manly in 
the hard*part of the lover, while Miss 
Margarett Cole showed a surprising 
firmness and consistency in carrying 
out her idea of the simple, honest 
little Betty. é 

It must be added in conclusion that 
the whole performance ran smoothly, 
and reflected credit on the foresight 
of the management behind the scenes. 
The detailed program follows: 


PART I 
I, INVOCATION OF THE MUSES 


PRIESTESS Mrs. W. K. Moorehead 
Port Mr, Edward Sturgis 
ATTENDANTS Miss Alice G, Kendall, 


Miss Elizabeth C. Goodhue, Miss Jo- 
sephine Abbott, Miss Ethel Hum- 
phrey, Miss Alice Jenkins, Miss Amy 
Stork, Miss Grace Jenkins, Miss 
Helen P, Bell. 

MEMORY, MOTHER OF THE 
MUSES, 

ATTENDED By JOY anp SORROW 


Memory Mrs, Geo. E. Bachelder 

Joy Mrs. Frank Mills 

Sorrow Miss Edna G, Chapin 
HISTORY 

Ill, CLIO Miss Mary E. H. Dern 


IV. TABLEAU, Zenosia, QuEEN oF PaL- 
MYRA, IN THE TRIUMPH OF AURELIAN 
Miss Olive Runner 


TRAGEDY 
V. MELPOMENE 
Mrs, Frank T. Carlton 
VI. TABLEAU TRISTRAM AND ISOLDE 


(a) THe Puitter 

(b) Isovp—E or THE WHITE Hanps 

(c) DeatH or Tristram & 
IsoLpE OF IRELAND 
Isobe oF THE Waite Hanps 


Mrs. Horace M. Poynter | benefits in the town mi 
the committee should b 


TRISTRAM Mr. Henry G. Tyer 


EPIC POETRY 
VII, CALLIOPE Miss Helen Bodwell 
VIII. TABLEAU, Dante anv BEATRICE 
BEATRICE Miss Rebekah Chickering 
Dante’ Mr. M. W. Stackpole 
ASTRONOMY 
Mrs. Edward Y, Hincks 
X. TABLEAU, Tue PLetapes 
Mrs. Markham W. Stackpole, Mrs. 
Robert P. Keep, Mrs. Lester E. 
Lynde, Mrs, R. LeB, Lynch, Miss Al- 
ice L, Bell, Miss Marion Humphrey, 
_-<Miss” Elizabeth Porter, 
PART IL” 
COMEDY 
Mrs. Percival Dove 
APPLES 
XII, A COMEDY IN ONE ACT 
By Julian Sturgis 
CLiaupe Huntey, Artist, 
Mr, 


IX. URANIA 


XI. THALIA 


Percival Dove 
Laby_ RoeEDALE, 
Mrs, H. Winthrop Peirce 
Betty Tyrret, .Miss Margarett Cole 
Place, a Studio in Rome 
Time, the Present 


SACRER SONG 
XIII. POLYHYMNIA 
‘Mrs, James C. Sawyer 
XIV. TABLEAU. Saint CeciLia 
Saint CECILIA. Miss Myra Wilson 


ANGEL Miss Dorothy Dole 
LOVE POETRY 
XV. ERATO Miss Anne Coleman 


XVL TABLEAU, DeatH oF SEBALD, 
FRoM Pippa PAssEs 

OTTIMA Mrs, Henry W. Barnard 

SEBALD Herr Fritz Hellmuth 


LYRIC POETRY 
XVII. EUTERPE 
Miss Frances Tyer 


XVIII TABLEAU. “Drink To ME ONLY 
with THINE Eyes” 

SHEPHERD Mr. Norman Williams 

NyMCH 


DANCE 


XIX. TERPSICHORE 


Miss Cornelia Williams 
MUSIC 
Piano, Mrs. Owen H. Gates, Mrs. John 


C. Angus. 


Violin, Miss Myra Wilson, Mr, Gaylord 


Gates. 


Violincello, Miss Helen Eaton, 
Cornet, Dr. A. E. Hulme. 


Downs’ Recital Fund 


A beginning has beer made in 
raising the proposed recital fund in 
memory of Professor Downs, 
Abbot Academy recitals are one of 
the most exceptional delights of An- 
dover, and the project to ensure the 
maintenance of their high standard 
and their possible extension should 
receive the generous support of the 
people of Andover. Contributions 
may be sent to Mr. Burton §, Flagg, 
treasurer of Abbot Academy, or to 
Miss Kelsey or Mr. Ashton. 


‘accountable for their honest inten- 


Mrs. Paddock ' 


The 


Five Pertinent Suggestions 


Editor of Townsman: 


_At a time when the town is con- 
sidering its annual business meeting 
may I suggest several changes that 
could be made, of benefit to the town. 

The town in its book-keeping and 
management of finances should be 
conducted along the same strict lines 
as our private and public service cor- 
porations. The needs of the town 
should be systematized so that the 
looseness in the handling of business 
should be eliminated. We have no 
doubt but that improvements as out- 
lined below would commend them- 
selves particularly to our town offi- 
cials for their own protection as well 
as for progress in town management. 

The five changes following could 
with wisdom and confidence well be 
adopted at the coming town meeting. 

Ist. That the financial concerns of 
the town should be passed upon by 
a registered public accountant, whose 
report as to income, expenditures, 
assets, and liabilities should be com- 
plete and in full form and published 
in the annual town report. It is not 
a far question in my mind but that 
this may be a subject for legislative 
action at a no distant time, 

and. That a uniform system of 
book-keeping sufficiently simple to 
secure direct and clear results should 
be adopted under the suggestion and 
guidance of the “Bureau of Statistics” 
of our Commonwealth. This pre- 
cludes the adoption of any particular 
system arranged by any particular 
auditor. The benefits are obvious. 

3rd. The town as do other towns, 
should pay for all bonds required of 
any of its officials, 

4th. The work of the town light- 
ing committee of the Highway and 
Street Department should be under 
supervision and directly answerable 
to the Board of Public Works. 

5th. The province of the commit- 
tee of fifteen as defined by town vote 
several years ago, is merely to pass 
upon suggested appropriations as 
handed down by the Selectmen. ._The 
work of this committee and commis- 
sion, ‘so to speak, should be broaden- 


jed and their functions further extend- 
Mrs. Jos. H. Pratt i ed by definite vote, so that they may 


initiate suggested improvements “and 
agement; or 
iscontinued. 
Personally IL believe in reposing a 
large confidence in the Board of Se- 
lectmen with reference to suggested 
appropriations and hold them strictly 


tions in such. We hire them to be 
cognizant at all times of the best 
needs of the town and we feel that 
these appropriations can well be pass- 
ed upon at the town meeting. There- 
fore either broaden the functions of 
the Finance Committee or allow the 
committee to cease its work. 


“CITIZEN” 
John E. Smith Tenders Resignation 


At a recent meeting of the Board 
of Public Works Supt. John E. Smith 
tendered his ‘resignation, to take ef- 
fect at the will of the board. The 
action of Mr. Smith came as a sur- 
prise to the miembers of the board 
and consideration was postponed to 
the meeting to be held next week. 

Mr. Smith and the members of the 
board decline to discuss the matter, 
but it is understood that Mr. Smith’s 
resignation is due entirely to the 
state of his health, He is one of the 
most efficient men in his profession 
and has been the head of the Ando- 
ver water and sewer works since 
their inception. 

Those who know and appreciate 
his ability will hope that he may be 
induced to withdraw his resignation 
and continue his work, 


— 


Advertised Letters 


Cannon, David McLean, H. H. 
Carey, James F, Skinner, Mrs. M. B. 
Cole, William Standish, E. 


Sweatt, Wesley H. 


VALENTINES 


For Big Ones 
For Little Ones 


SPECIAL LINE AT 


The Andover Bookstore 


Lest You 


Forget 


advantages of buying from a local agent are too numerous to mention 


T you intend to buy an automobile this year, talk to us about it. The 


in our space. Remember he is the man you meet face to face and he 
has to make good. He understands your car thoroughly and always has 
your interest at heart. Minor adjustments and any information you may 
need are cheerfully furnished at any time. 


Agents for BUICK and “OLDSMOBILES’”’ 


Myerscough & Buchan 


59-61 Park Street, opposite Florence 
TEL. 208 


as 
Tattooed 


AS DOVER 


THE MOST BEAUTIFUL 

Holidav | 

Souvenir 
THE 


Andover 
Calendar 


BSTABLISHED 1866 


G.. H, VALPEY 


KE. H. VALPEY 


VALPEY BROTHERS 


DEALERS IN 


Meats, Vegetables, Poultry, Canned 

Goods, Tea and Coffee, Creamery 

Butter in 5 lb. Boxes, Print Butter_ 
5s 


ARADO TET ANTES 


WHOLESALE 
PRICES 

OF 
PROVISIONS 
HAVE 
ADVANCED 


OUR PRICES 
HAVE NOT: 


The closer you look 
at our goods the bet- 
ter we like it. 


VALPEY BROTHERS 


No. 2 Main Street 


We Won't Bore You 


with a fairy tale, but will get 
right down to hardtacks. You 
need tools and we have them. 


We sell Hardware. 


EVERYTHING T0 BORE 


can be found in our completely 
selected stock. You're always 
certain that 


All Tools Sold Here 
Are of Best Make 


and are never over-priced. 


-—SOLD BY- 


WALTER |, MORSE 


TEL. 129-3 


_ aniel 
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AMONG THE CHURCHES, CLUBS AND SOCIETIES 


Andover Club Bail 

The annual ball of. the Andover 
Club for which the committee in 
charge had been working so long and 
faithfully took place in the Town 
Hall on Friday evening, and was one 
of the most successful social events 
of the season. About seventy-five 
couples were present. The hall was 
beautifully decorated with festoons, 
evergreen, draperies and potted plants 
as well as clever electrical combina- 
tions. The basket in the middle of 
the hall with its electrical effects was 
particularly admired. The hall has 
seldom if ever presented a more at- 
tractive appearance. 

Excellent music was furnished for 
the dancing by the Salem Cadet Band 
Orchestra. At intermission a dainty 
collation was served in the lower hall. 

The grand march was led by Miss 
Louise Goldsmith and Frank  H. 
Hardy, followed by Mrs. Hardy and 
Arthur G. Clark and about thirty 
other couples. After the completicn 
of the march a fine order of dances 
was enjoyed until 1 o’clock. At the 
close of the ball a special car carried 
the out of town.guests to Lawrence. 

The committee of arrangements 
consisted’ of, Arthur G, Clark, Fred- 
eric G. Moore, Hiland F. Holt, Chas. 
M. Riddoch, and Clarence H. Weeks. 
Those in charge of the dance were, 
David L. Coutts, floor director; Frank 
H, Hardy, assistant floor director; 
Charles M. Riddoch, Arthur G. Clark, 
Clarence Weeks, Henry A...Bodwell, 
Albert W. Lowe, and Nathaniel Chad- 
wick, aids. 

The patronesses were, Mrs. Harry 
M. Eames, Mrs. Henry A. Bodwell, 
Mrs. Frank H. Messer, Mrs. Burton 
S. Flagg, Mrs. Walter S. Donald, Mrs. 
Frank H. Hardy, Mrs, A: E: Hulme; 

Among those present were, Mr. and 
Mrs. David Shaw, Frank H. Hardy, 
Henry A. Bodwell, G. M. R. Holmes, 
David L. Coutts, Frank B. Grout, 
Frank L. Holt, Frank L. Cole, Chester 
D. Abbott, Frank H. Messer, Albert 
W. Lowe, George L. Averiill, Henry 
W. Barnard, Joseph Cole, Austin 
Hitchcock, David R. Lawson, Joseph 
H. Blunt, Arthur Jackson, Alex 
Ritchie, E. W. Pitman, Fred B. Goff, 
Charles Hill, George A. Higgins, 
George Carter, Louis A. Dane, F. M. 
Temple, Charles Blunt, William D. 
Currier. 

Misses Florence Richardson, Helen 
Bailey, Anne Coleman, M. A. Bryant, 
Elizabeth Gordon, Marguerite Dres- 
cher, Lillian Pike, Beatrice Temple, 
Lois Spickler, Florence Mears, Tina 
Eastman, Leslie Sampson, Edith Hun- 
ter, Louise Goldsmith, Helen Bodwell 
Bertha Higgins, Amy Stork, Alice 
Temple, Florence Soutar, Alice 
Soutar, Helen Davies, Nell Latham, 
Clarise Burgess of Brockton, Jose- 
phine Abbott, Belle Bowman, Anne 
Gillen, Margaret Gordon, Bessie 
Monk, Susie Thayer. 

Messrs. Clarence H. Weeks, Nath- 
Chadwick, Andrew _ Collins, 
James Anderson, Roy E. Hardy, Fred 
E, Cheever, Chester Whitten, Edward 


Roggeman, Arthur Clark, Charles 
Riddoch, Everett Hilton, Walter 
Thompson, Percy Holt, - Thomas 


Chadwick, John Kidd, Howard Bell, 
Douglas Donald, Francis: Maroney, 
Charles Bowman, Alex Wylie, 
Thomas Kyle, Fred Morrison, Robert 
W. Hill, Harry Chadwick, Arthur 
Eastwood, Philip Mooatr, William H. 
Higgins, William S. Jewett, John 


“Wylie, H. S. Stillings, Philip Hardy, 


Roderick and Carl Cannon. 
Mothers’ Club Notes 


The Andover Mother’s club held a 
meeting, Friday, February 4, at the 
Kindergarten Rooms of the Samuel 
Jackson school. Owing to illness, 
Miss Dern who was to speak, was un- 
able to be present. <A social time, 
devoted to games and music, was 
enjoyed. 

Tea and cakes were served by Mrs. 
Hammond (chairman), Mrs. Ralph, 
Mrs. Shattuck, Mrs. Holt, and Mrs. 
Rhodes. 

The club report an enjoyable after- 
noon spent with the Bradlee Mothers’ 
Club, Thursday, February 3. 


Phillips Organ Recital 


Last Wednesday’s organ rcital was 
as enjoyable as all the preceding ones 


have been. The program was as fol- 
lows: 

Fantasie in D minor Merkel 
Melody and Intermezzo Parker 
The Little Shepherd Debussy 
Entr’ Act from Rosamunde Schubert 
Marche Nuptiale Salome 


Harris Recital 


As a result of the interest which’ 


has been manifested since the an- 
nouncement of the George Harris, Jr., 
recital, Davis Hall was’filled on Mon- 
day afternoon with music-lovers, gath- 
ered to hear the young singer who 
was once an Andover boy. Mr. Har- 
ris’ Andover friends have followed his 
career with great interest, and his 
coming back to his old home was 
much appreciated. The program he 
rendered was as follows: 


Aria from “Iphigenie en Tauri.e”’ Gluck 
Andenken Beethoven 
Es Bluht ein Blumchen Beethoven 
Es Bluht ein. Wehmuth Beethoven 
Provenzalisches Lied Schuman 
Morgen Strauss 
Wozu noch, Madchen Strauss 
Die Nacht ‘ Strauss 
Le Croyant Alexandre Georges 
Heimliche Aufforderung Strauss 
Nocturne Faure 
C’est l’extase langoureuse Debussy 
L’inyitation au- Voyage Dupare 
Aria from “Manon” Massenet 


An Old Rhyme 
Bridal Measure 
When Celia Sings Moir 
Jock o’ Hazeldean Old Scotch 
Ah, Moon of My Delight — Lisa Lehmann 


Clayton Jones 
Clayton Jones 


CHURCH CALENDAR FOR NEXT WEEK 


SOUTH CHURCH 
Central Street 


Rev. Frank R. Shipman 
Pastor 


10.30 a. m, Morning worship, with ser- 
mon by the pastor. Also Sunday kinder- 
garten, 

Sunday school to follow. 

680-9) te Yo oe S.C, 

7-30. Stereopticon lecture, “Lincoln, the 
Temperance Man,” by the pastor, 

7.30, Monday. T. W. T. club social. 

6.30, Wednesday. Annual supper and 
meeting of the church, 

3.30, Thursday, Missionary meeting of 
the Women’s Union. 

7.45, Thursday, Choir practice, 


SEMINARY CHURCH 
» “On the Hill” 


Organized 1865 


Services under the auspices of Phillips 
Academy, 

10.30. Morning service with sermon 
by Rev, Nehemiah Boynton of Brooklyn, 
Neiks 

11.30 Sunday school in Bartlet Chapel. 

5.15. Vesper service, with address by 
Mr. Boynton, 

8.00, Wednesday. Church prayer meet- 
ing, Bartlet chapel. 


ST. AUGUSTINE’S CHURCH 
Essex Street 


Roman Catholic Organized 1850 


Rev. Fr. Riordan, Pastor 


8.30 a.m. Mass and instruction, ,Sun- 
day-school following. 

10.30 a.m, High Mass and sermon, 

3-30p.m. Vespers. 

First Sunday of each month, Commu- 
nion day for Sacred Heart Sodality. 
Second Sunday of each month, 

nion day for the children. 
Third Sunday of each,,-month, Commu- 
nion and Rosary Arch Confraternity, 


mmu- 


BAPTIST CHURUH 


Organized 1832 


10.30 a. m, Preaching by the pastor. 
11.45 a.m. Sunday School. 


6:40 bs tie Ve BG EB; 
7.15 p. m. Gospel service, 
7.30, Wednesday. Prayer meeting. 


’ Rev. Dean A. Walker 


WEST CHURCH 
West Parish 


Congregational 
Organized 1826 


Pastor 


a 


Services for Next Week 


10.30. Morning worship. Sermon by 
the pastor. 
12,00. Sunday School, 


$.00° pes Y. Poe S 1, (Be 

7.00. Patriotic service in the vestry. 

7.45, Wednesday. Stereopticon lecture 
in the vestry. 


FREE CHURCH, Congregational 
Elm § 


treet 


Organized 1846 


Rev. Frederic A. Wilson 


Pastor 


C 
1 


ae 


4 
: = 


Services for Next Week 


10.30: a. m. Morning worship with ser- 
mon by the pastor. 

Sunday school to follow the morning 
sérvice, 

6.30. Meeting of the Y. P. S. C. E, 

7.00, Monday. K, O. K A, 

7-45, Tuesday. Men's club. Address by 
Rev. Smith Baker, D. D, 

7-45, Wednesday, Mid-week prayet and 
conference meeting, 

3.00, Friday. Sewing meeting of Ladies’ 
Benevolent society, followed by evening 
sociable, with program of special interest. 


CHRIST CHURCH 
Central Street 


Episcopal, Organized 1835 


Rev. Frederic Palmer, Rector 
Rev. R. LeB. Lynch, Ass’t Rector 


Services for Next Week 


9.30 a. m. Holy communion. 

10.30 a. m. Morning prayer, with ser- 
mon by the rector. 

12,00. Sunday school, 

7.15 p. m. Organ concert. 

7.45. Evening prayer, with address on 
“The Moral Aspect of Occupations: Med- 
icine,” by Prof. W. B. Cannon, Harvard 
Medical School. 

5.00 p. m, Service in the chapel daily 
(except Thursday). 

7.30 p. m., Thursday. Sermon by Rev. 
Arthur W. Moulton of Lawrence. 

7.00, Monday. K. O. K. A, 

3-45» Tuesday. Junior Auxiliary. 

7.30, Tuesday. Girls’ Friendly society. 

4.30, Thursday. St. Margaret’s Guild, 

3.00, Friday. Woman’s Guild, 


Established 1843 


FRANKLIN H. STACEY, Ph. C. 
The Prescription Store 


Prescriptions on file since 1843 


Bank Building, Main Street 


NOTARY PUBLIC 


W. A. MORTON, 


DECORATOR 
HAVERHILL 


is prepared to take orders for 


..Interior Decorating and Painting... 


Andover people are well acquaimved 
decorations of Memorial Hail, Philli 


with Mr. Morton’s work through the 


Academy, Andover Theological 


Seminary Masonic Hall, Bank building and private residences. 


TELEPHONE 464-L 


&ee—1() Columbia Park, Haverhill 


grove’ Bakery are recognized 

THE BEST. To be convinced, 

try our BREAD, CAKE or 
PASTRY. 


¥ 


Te MUSGROVE BAKERY) Buxton 


F, P, HIGGINS | 


Musgrove Block - Andover 


HE PRODUCTS of the Mus- | Are you going to buy an 


AUTOMOBILE 


this year? 


— 


GO TO 


& Coleman 


and let them show you the Maxwell 
Car, the cheapest up keep car in| free-drawing pipe for every mouth, 


the market. 


A young man came into the Towns- 
man office the other day and ap- 
proaching the desk of the Spectator 
asked if room could be found for a 
scribe on the Townsman. “Not un- 
less you want to subscribe,” said the 
Spectator. And again was another 
scholarly Andover youth crushed. 


Said Timothy, “Lay hands sudden- 
ly on no man.” From what The 
Spectator encounters now and then 
here in Andover he inclines to the} 


recovering from the effects of a “How 
are you?” with a simultaneous slap 
on the shoulder, when he gave utter- 
ance to this admonition. 


Should there be a reduction in- the 
public school course? The Spectator 
has put this queston to half a dozen 


prominent Andover gentlemen and la- 
dies interested in education and they 
are practically unanimous in their 
opinion that such a step would be a 
good.one. Perhaps we do not begin 
early enough to study the tendencies 
and measure the limitations of our 
children. At any rate, the emphasis 
is usually laid upon the kind of in- 
struction that is best suited to them 
when they have advanced beyond the 
primary stages.. That early period is 
supposed to be one that will virtually 
regulate itself. One of the gentle- 
men who discussed the subject with 
The Spectator would consider the 
child when it takes its first halting 
steps in systematic instruction and 
even before. He would regard it as 
as considerable advance if those in 
charge. of our. public schools woul 
limit the working hours of children 
ten years of age and under to three 
hours a day. This would be a mater-. 
ial saving in instruction and believed 
to be better for the child if made a 
universal rule. Right here in Ando- 
ver The Spectator has noted two or 
three instances of injurious. results 
from keeping children in school for 
long sessions at early ages, and one 
of these results is arrested develop- 
stunted 
| 


ment, asserting itself in 


growth. 


A Washington avenue gentleman 
who has something of a reputation as 
a theologian of the advanced school 
gives The Spectator to understand 
that Adam was a mere boy when he 
stole the apple. The Spectator can- 
not place a great deal of credence 
in such a contention, however. A 
boy would have skun every apple off 
the tree! 


A Summer street friend of The 
Spectator’s dispenses a sound bit of 
philosophy when he says if you 
would not have your stomach trouble 
you, don’t trouble your stomach. 


Fortunately, Andover does not have 
such a problem of juvenile delin- 
quency as some other communities 
of like size do, but now and then a 
juvenile offender does bob up and 
our citizens grow busy discussing the 
most effective way of punishing the 
offender. What is the most effective 
way? A_ well-known New Jersey 
jurist recently visited at The Specta- 
tor’s home and the question was put 
to him. He pointed out that in New 
Jersey there is a growing conviction 
among those who are called upon to 
administer justice for the correction 
6f crime and vice, that for many 
kinds of juvenile offenders the most 
wholesome correction is a whipping, 
duly administered. The Spectator 
contends that in- the reaction from 
Over-severe punishment we have 
swung too far toward leniency as to 
fall short of substantial justice, and 
to cause, as such failure always does, | 
an encouragement of wrong-doing. | 
And so there is a return to the simpler | 
forms of correction, which statistics 
show are more efficacious. Decidedly, 
it is better to whip juvenile offenders 
and send them about their business 
than to put them in jail or to send 
them to a reform school, unless, of 
course, the offence is so grave that a 
mere whipping is not adeqtate. And 
while on this subject of whipping, 
The Spectator might as well say he 
hopes the time is’close at hand when 
punishment by whipping will be ex- 
tended to adults, especially for wife- 
beating. 


Two men met on Main street shal 
day last week. One of them had his | 
face tied up. This is the conversation 
which The Spectator overheard: 

“Got the toothache? Going to have 
your teeth fixed?” 

“No, I am going to have one or two 
of them unfixed.” 

As'he said this with a groan, The 
Spectator believes he must have been | 
suffering badly. Wonder if he. will 
read this paragraph in the Townsman. 


You can’t convince a certain Elm 
street gentleman that his last pair of 
trousers are not the best-fitting pair 
he ever had. 


A Main street madame says men 
will smoke, no matter where they 


are. She really believes that some of 
them could smoke in Tophet. The 
Spectator believes they not only 


could, but they will, 


A Chestnut street gentleman’s idea 
of heaven is a place where tobacco 
and pipes are as free as advice is 
here in Andover, and where a man 
has nothing to do but. sit reading and 
smoking all day long, with ten thou- 
sand mouths to smoke with, and a 


| THE SPECTATOR 


SOME ANDOVER INTERESTS 


AS SEEN BY “THE SPECTATOR.” 


opinion that Timothy was = 


Psalm IV 


WRITTEN FOR THE TOWNSMAN 


Similarity of structure, similar ex- 
pressions, and the spirit that pervades 
them both, make the third and fourth 
Psalms a pair, and if, according to 
the subscription, they are due to Ab- 
solom’s rebellion, we may be strongly 
impressed with their fitness to the 
facts in the case. They appear to be 
summaries of his morning and even- 
ing devotions on the day following 
his flight from Jerusalem, afterwards 
adapted for use in worship. - 


THE DAY 

was spent in a march towards Ma; 
hanaim, the rendezvous for David’s 
adherents, The conditions are un- 
changed. He has no defense against 
a superior force. He has yet to find 
out the attitude of the people on his 
way. His numbers are few; and, his 
provisions scanty. Already there are 
symptoms of discouragment. But the 
unalterable conviction that God is for 
him has not only sustained him, but 
has quieted the apprehensions of his 
little band and kept up their courage. 
He lies down at night weary in body, 
but placid in spirit. 


AN APPEAL 


Our Psalm opens with™an appeal 
to God. In the morning Psalm he 
says, “I. cried unto the Lord with my 
voice and he heard me from his holy 
hill,” and now at evening he repeats 
the prayer, “Hear me when I call, O 
God of my righteousness,—the God 
who makes me righteous by forgive- 
ness and grace: and who maintains 
my righteous cause—Have mercy 
uron.me and hear my prayer.” He 
does not ask for justice or reward, but 
only for mercy, for his sense of sin is 
clear and strong. 


He appeals to the righteousness of 
God, and to the record of past deliv- 
erances. “Thou has enlarged me 
when I was in distress.” When we 
appeal to men, we cite what we have 
done for them. When we appeal to 
God we point to what he had already 
done for us. “Because he hath inclined 
his ear unto me, therefore will I call 
upon Him as long as I live.” 

The wonderful escape of the night 
before, and thousands of like deliver- 
ances during his past life, is his argu- 
ment for further help. 


THE ADVERSARIES 


Having cast his care upon God, 
his thoughts revert to his foes, but 
not in a vindictive mood. His abso- 
lute assurance of Divine help impress- 
es him with their folly, and he views 
them with a noble compassion—much 
as a father would an erring child. 
“How long will ye turn my glory in- 
to shame?” His glory, he tells us-in 
the previous Psalm, is God. They 
are setting themselves against the 
Lord and his annointed, and the Lord 
will have them in derision. The Greek 
version of the second verse reads, 
“How long, ye sons of men, will ye 
be slow hearted?” Almost the exact 
Greek word used by our Lord to the 
two disciples on the day of his resur- 
restion, “O fools and slow of heart 
to believe. How -long will ye love 
vanity (disappointment). and seek out 
a lie?’ He laments their blindness 
before God and would gladly convince 
them of it. 

“But know that God hath set apart 
his holy one for himself, The Lord 
will hear when I cry unto him.” Da- 
vid had been set apart by a divine 
decree. He and not the godless Ab- 
solom was the Lord’s annointed. 
“Stand in awe and sin not.” Realize 
what your sin means. “Commune 
with your own heart upon your bed, 
and be still.” We-shall-never see our 
sin while the various passions are ac- 
tive. It is only in still water that one 
can see his face. Evil is wrought for 
want of thought. Thus he would urge 
them to repentance and reminds them 
that there is forgiveness with God, 
that He may be feared. They may 
yet offer the sacrifice of righteousness, 
as he himself had done, and trust in 
the Lord. 

How Christlike are these medita- 
tions, breathed out to God in his eve- 
ning prayér, 

From his foes he turns to 


HIS FOLLOWERS 


They have not attained to his con- 
fidence in God. They are anxious 
about corn and wine, Possibly they 
are-already on short rations; with no 
definite prospect of further supply. 
They could .not foresee the abundant 
contributions that were to pour. in 
upon them at Mahanaim, where peo- 
ple vied with each other in supplying 
their wants. They would walk by 
sight and not by faith. With them 
seeing was believing, and so their 
leader bears them on his heart before 
God. In his meditation he is saying, 
“Be not of the many who are Saying, 
‘Who will show us any good.’ Take 
rather the Mosaic benediction (Num. 
6:24-26), “Lord, lift thou up the light 
of thy countenance upon us.’, Look 
at me. God has put gladness in my 
their corn and wine increased.” And 
heart more than in the time when 
so he falls asleep with this prayer p- 
on his lips, “I will lay me down’in 
peace to sleep. For thou, Lord, mak- 
eth me to dwell in safety.” 

In these two Psalms, together with 
the story in II Samuel, we see our 
poet emerging from an eclipse. 

For four years our David has been 
out of sight. He is numb with abase- 
ment, shrinks from publicity, neglects 
his kingly functions, suffers treason 
to be hatched under his very eyes, 
Yet underneath it all is loyalty to 
God, which comes to the surface in 
complete subservience to the Divine 
will. He makes no resistance. He 
goes up Mt. Olives barefoot and with 
his head muffled, as a penitent Ilis 
only desire to understand what tle 
will of the Lord is. And he that 
humbleth himself is exalted, The 
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pap we have res is here again 
is power over his people is re rs 
They flock to his pease aot only 
with loyalty, but. with enthus'asm, 
“Now thou art worth ten thousand 
of us. Therefore succor us out of 
the city.” With his former ener 
and skill he plans the battle, As in 
days of old he had been patient with 
Saul, so now he has only kindness 
for his adversaries. 

There is much in this ?saim that 
prefigures Christ; who entered into 
all the experiences of sin that are 
possible for a sinless being. Made 
sin-for us, that we migh: be made 
the righteousness of God in him. Like 
David he poured out praysrs and su 
plications and was heard, and he has 
still occasion to say to those for 
whom he died, “How long, ye sing of 
men, will ye love vani'y, and choose 
a lie?” But know that Sod hath set 
apart his annointed one for (you) 
Tremble then and sin not. Commune 
with your own hearts and be tii 
Offer the sacrifices of righteousness 
and put your trust in the Lord. 

Happy is he who finds in this Psalm 
Our Saviour’s invitation and responds 
with a humble and thankful heart, 
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A Beautiful Gift Book 


“THE DESERTED FARMHOUSK AND ' 


OTHER POEMS” by Varnum Lincoln. 

fully illustrated by Seaverns, with portrait, 
later ms, avd memorial by “John Under. 
wood,” Price $1. At the Andover Bookstore, 


THE LADIES’ HOME JOURNAL 
and THE SATURDAY EVENING 
POST want a man or. woman in 
Andover and vicinity to look 
after subscription renewals and to 
forward new business. A guaran- 
teed weekly salary, ge amount 
depending on the work done, and 
pig mr Pi oneachorder. Ex- 
perience unnecessary. Any one 
can build up a permanent paying 
business without capital. Com- 
plete outfit and instructions free. 
Agents’ Division 
The Curtis Publishing Company 
aas Arch St., Philadelphia, Pa, 


The Essex: Street Alleys 


Are now fully équipped 
for Bowling Parties 


Every Thursday Afternoon 
Reserved for Ladies 


| 


J.C.Collins, 38 Pearson St, —_J.W.Grosvenor, 43 Maple Ave 
Tel. 176-5 Tel. 36-12 « 


COLLINS & GROSVENOR 


Piano & Furniture Moving 


Excavating and Grading 
Heavy Trucking 


Party Barge 


H. S. WRIGHT & CO. 


Successors to Geo, Saunders. 


If Prices are Lower than 
ours; investigate the 


Quality. 
Plumbing 


Heating 
KITCHEN GOODS 


OUR MOTTO 
‘ ABSOLUTE HONESTY” 


—_—— 


12 Main Street 


A. W. LOWE, DRUGGIST 


PRESS BUILDING, ANDOVER 


Alcohol Stoves 
and 


| Denatured 
Alcohol 


LOWE'S DRUG STORE 


PRESS BUILDING, ANDOVER 


>. 


6 PaE 
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: professional Cards. 


yea 
R. ABBOTT 
f | Office and Residence, 
‘ 70 Main St., Andover. 
J - 
1 ymnos Hoons: | 1't93 and 6 to8 F. m 
$ — 
t R.; A. E. HULME, D. M. D 
; F 
c p DENTIST, 
: 93 MAIN STREET, ANDOVER, MASS 
yrios Hours: 8.30 TO 12; 1.80 ro & 
= 

Nee cesmuussnare iaugnresiesailn ecu waa TS aries sama aae at te 
s 
¢ R. HOLT, 
) 
‘ | DENTIST 
: elm BLOCK, - ANDOVER 
1, —————— nr 
: R. M. B. McTERNEN D. M. 0. 
m Te entaee) 
s f DENTIST 
oe ARCO BUILDING, ANDOVER, mass 
= OFFICE HouBs: 8.30 To 12; 1.80 To 5. 
(8 oo 

. PERLEYX,F. ‘GILBERT, 

D ‘Architect 
3 Home 115 Main 8t,, Andover. 
4 Office Central Block, Lowell. 


Andover Tel. 35-5, Lowell Tel. 658-19 


oC. J. STONE, 


Bank Building, 
OfficeHours: 8:30 to'b p. m.; 7.80 to 9 p. m. 


Miss S. S. Torrey 


4 Florence St., Andover 


c. J. A. MARIER, 
Piano Salesman Violin Teacher 
TUNING AND REGULATING 


Special attention to outside and inside 
Piano Players, 


Lawrence, Mass, 


—_—— 


sea 14 Green St., 
Orders left at Stacey’s Drug Store. 


FRED BRACKETT 


Andover and Lawrence 


EXPRESS AND JOBBING 


Awpover. Orrics, Buxton & Coleman. Law- 
RENCE OFFiIog with Merchants’ Express. 


PETER DUGAN, 
Practical Chimney Sweep 


Chimneys Swept on tne Shortest Notice, also 
78 Swepuilt and Repaired. , ; 


Residence, Highland Road. Address Post 
on Office. 


ALLEN F. ABBOTT 
Carpentry Repairing: of all kinds 


Window seats made, doors cut, etc. Special 
attention paid to leaks. Agent for Bur- 
rowes Screens and the Chamberlain 
Metal Weather Strip. 


by Residence and Shop, 33 HighSt. Tel Con, 
W. H. SYLVESTER 


g TUNER OF THE 


: PIANO =4 ORCAN 


Pianos cared for by the year a specialty. 
223 ESSEX STREET, LAWRENCE, MAS 


TELEPHONE 


F. ii. FOSTER, 


CIVIL. ENGINEER, 


pecial attention to Laying out Suilding Lot 
Surveying Estates, and Establishing Gvades. 


ucking 


Central St.. 7 . 


Andove! 


Bad 


A Good Head is Required 


to master many of the problems 
in MODERN STEAM and 
FURNACE WORK. We have 
repaired many complex systems 
and installed many more. Given 
Satisfaction in every case, 
Proved our right to the confi- 
dence of our customers. The 
best material, comvetent work- 
men and a thorough knowledge 
of the business enables us to 
please you. Bt eg ite Se 


BUCHAN & McNALLY 


q 

or Practical Plumbers, Steam 
and Gas Fitters 

6 PARK ST.,, - 


ANDOVER 


FEDERAL CORPORATION: LAW 


A Keen Analysis of Its Features by 
Mr. Wm. M. Wood 


Mr, William M. Wood of Boston, 
president of the American Woolen 
Company, when asked his opinion of 
the Federal incorporation bill said 
that he would advise the young men 
of the country who have any business 
ambition along the line of executive 
capacity each to write to his senator 
and representative in Congress, and 
to protest against the: bill in its pres- 
ent form. Undoubtedly it is expected 
that the bill will be criticised and cor- 
rected. 

“My first general impression is 
that it is intended as a broad-minded 
document, with the very best inten- 
tions, to provide the machinery with 
which the great corporate interests 
of the country could move along lines 
for the public and their own welfare, 
with corporate matters so above- 
board through publicity and other- 


wise, that the public mind might be. 


satisfied by such an effort—leaning 
backward, as it were—to discourage 
dishonesty, even at the expense of the 
success of the industries themselves. 
There is an air permeating the whole 
bill of an attempt to overcome all 
possible dishonesty. This seems to 
be the main idea of the document, 
which from a moral standpoint is all 


-well enough, for everything should 


be done to guard against evil meth- 
ods; but this should be done so far 
as is practicable without actually in- 
juring the business prospects of the 
corporation. 

“It would seem to me that a law 
which was good enough for the State 
of Massachusetts should be good 


enough for any State and for the 


Federal Government: The law that 
took effect in 1903, provides methods 
for the conduct of its corporations 
and allows the corporations fteely to 
do business, protecting the public and 
their shareholders, and at the same 
time making it a punishable offence 
to violate the corporation laws. The 
principle of publicity in accounts can 
easily be carried to such an extent 
as greatly to embarrass a corpora- 
tion where~the intention. of -its-man- 
agement is of the highest order in 
business ideals, and along the lines 
of the most scrupulous honesty. The 
proposed Federal incorporation law 
gives the Commissioner of Corpora- 
tions most arbitrary powers, which 
can easily be made dangerous. There 
are many corporations smaller than 
some of the private concerns with 
which they compete, and there are 
some corporations that are. larger 
than some of the private concerns 
with which they compete. , Some of 
these private concerns are strongly 
entrenched in wealth and able to of- 
fer and resist the closest competition. 
They make no statement of their own 
affairs, and are in position to take 
advantage of the publicity required 
of the corporations, which in turn 
must suffer by unnecessary public 
disclosures and have their own busi- 
ness interests greatly prejudiced, 
with much loss if not eventual ruin. 

“The demand of the new law that 
periodically within the discretion of 
the Commissioner of Corporations, 
and in addition to a required annual 
statement, a corporation shall fur- 
nish a statement of its affairs, is an 
unbusinesslike requirement fraught 
with much danger to the corporation, 
no matter how strong financially it 
may be. It would be like making 
public the affairs of any private mer- 
chant, who might be called upon at 
a time perhaps of great money stress 
or in a panic, to publicly proclaim 
his affairs. It might cause the great- 
est possible embarrassment, if not 
failure. Massachusetts provides for 
an annual statement under oath, and 
if this is not correct the offence is 
severely punishable, even by impris- 
onment-in the State’s prison. 

“The new proposed Federal law 
further provides that within ten days 
after the payment of a dividend a full 
statement of the affairs of the corpor- 
ation shall be sent to the Govern- 
ment. In certain corporations where 
dividends are compulory quarterly, it 
would involve the making up of the 
accounts quarterly. With some con- 
cerns this would be an almost phy- 
sical impossibility. It’might be easy 
enough for a banking concern to 
show its condition daily. It might be 
comparatively easy for some concerns 
to keep their accounts so as easily to 
ascertain weekly or monthly their 
condition. Business of such simplic- 
ity can easily comply. But there are 
industries whose detail of manufac- 
ture is so complicated, involving va- 
rying shirnkage in the raw materials, 
in which even climatic conditions are 
an element of importance, with an in- 
finite variety of supplies and require- 
ments, that it would be a physical 
impossibility to be prepared to fur- 
nish the Government such reports 
without increased expense so great 
as to be serious in its application. 
And even then, under such methods, 
it is very doubtful if the situation 
could be correctly ascertained. 

“Tt would seem that honest men 
with honest intentions, who ‘manage 
the great corporations intrusted to 
their care, should receive some con- 
sideration. Why not make the pen- 
alty, like that of the present Massa- 
chusetts law, so severe as to act as a 
deterrent to dishonesty, and. where 
an offender is apprehended, punish 
him to the full extent? The law ap- 
pears to work well enough in Massa- 
chusetts. The publicity of the af- 
fairs of Massachusetts corporations 
is so ample and intelligible that any 
ordinary schoolboy or girl can ascer~ 
tain the financial quality of the cor- 
poration. To call for reports ie 
rarily, and periodically, may greatly 
embarrass a corporation whose man- 
ager possibly may be in the market 
at the moment seeking his raw Hal 
terial, when he is suddenly calle 
upon to disclose his condition, thus 
showing to competitors the amount 
of raw material purchased, goods on 
hand, and general condition, affect- 
ing his further purchases, aoety ig 
his competitors of his methods, 
giving out to his competitors and the 


trade in genéral information positive- 
ly damaging. 
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“There are times in the conduct of 
a great business when it requires 
courage to venture and to execute, 
and such a law is at once paralyzing 
and defeating to the very qualities 
that make one man a business succéss 
and another a failure. The Govern- 
ment should not ask for powers that 
embarrass a corporation manage- 
ment and neutralize its ability, its 
Sagacity and its capital in the honest 

| pursuit of its business, by disclosing 
/at inconvenient times its condition 
of affairs. ‘ 

“Then the clause requiring that the 
executive committee of a corporation 
shall be equal in size to the majority 
of the board of directors to my mind 
is most unfortunate. For instance, 
if there are fourteen directors of the 
corporation, eight would constitute 
the executive committee to manage 
the corporation. Eight different men, 
with possibly as many different meth- 
ods and ideas, would be fatal in case 
of want of harmony. It should be left 
to the discretion of the organizers of 
a company what number shalf con- 
stitute the executive committee, al- 
though the Government law might 
stipulate that the number. shall not 
appeal to everyone that three men 
be less than three. Certainly it would 
can agree much quicker and better 
than eight or more. 

“I see nothing necessarily wrong 
about one corporation holding’ all the 
shares in another; mind your! say, if 
all the shares are owned’ by the par- 
ent company. On thé: contrary, it 
can act to the great good of the hold- 
ing company, If a corporation owns 
all the shares in another corporation, 
except perhaps the directorate shares, 
it offers greater facilities and conveni- 
ence in the financing Moreover, 
these distinct corporations offer more 
executive situations and healthy ri- 
valry in the management. Instead of 
one man or a few men topping the 
corporation and holding all the main 
offices, opportunities are offered for 
‘others to hold dignified executive po- 
sitions, encouraging to the youth of 
the country and not closing all the 
doors to advancement, 

“It is more important that a thou- 
sand young men should be given an 
opportunity to exercise and develop 
their executive capacity and not be 
smothered and discouraged, than that 
some would-be rogue should. be con- 
stantly watched. If the main object 
of the law is to discourage roguery, 
it should not be framed to dampen 
the ambition of youth. Punish the 
rogue when he is caught, but do not 
stifle young America. 

“There are many features about the 
bill that are excellent, showing re- 
markable foresight and insight. The 
defects which I mention could be 
easily remedied without impairing the 
usefulness of the bill) The Adminis- 
tration deserves great credit in the 
main for the outlines furnished. The 


lawyers have done their part; the 


business man is now needed to review 
and prune, in order that the bill may 
be made practicable. Never until the 
advent of Mr. McKinley, who pre- 
eminently’ recognized the business 


men of the country, did we get our |. 


real serious business impetus. From 
the time Mr, McKinley was inaugu- 
rated until his death the country un- 
derwent a most wonderful business 
change. It leaped forward as it never 
did before, and in a few short years 
the country surpassed all its previous 
history in prosperity and wealth, I 
understand the bill was framed by 
the highest legal talent, and as a legal 
document it may be nearly perfect, 
but the business side of the question 
requires the fullest consideration in 
order to more fully complete the 
probable intentions of the framers of 
the bill, As good business men re- 
quire the services of good lawyers, so 
it might in turn be said good lawyers 
need the assistance of able business 
men. Bt whatever’ happens, no law 
should be passed that in any way dis- 
courages the honest ambitions of 
young business men or closes the 
door to the advancement of the youth 
of this country. Everything should 
be done to create greater opportuni- 
ties, anda parent company can be so 
managed that it can give all necessary 
information to the public, and yet be 
able to hold the entire shares of other 
corporations, without necessarily be- 
ing dishonest, creating hundreds of 
new offices for other men, rather than 
narrowing down to a few heads.” 


Carrying the Drunken People 


Copy of editorial in Brockton Daily 
Enterprise, December 1, 1909. 

“The question is again before the 
house in various parts of. the state 
whether a man who is drunk, in the 
popular acceptance of the word, 
should be carried on trolley cars, The 
first answer is, ‘No, of scourse not.’ 
After people who have thought a 
while think it over the answer is not 
so easy and certain. “Not ten thou- 
sand miles from Brockton on a cold 
night, a drunk who was annoying 
people had to leave a car once. He 
never rode in a car again, or in any- 
thing but the wagon that brought 
him across and the hearse that took 
him to his grave. To put a man out 
in the cold and snow far from home 
is something that the average con- 
ductor, doesn’t like to do, ' 

“Tf the man who is drunk and dis- 
orderly shows his condition in the 
streets of a city before he takes the 
car, and can be prevented from board- 
ing it then and handed over to some- 
one who will take care of him, well 
and good. After a car is well on its 
way across country, with houses few 
and far between, and a desolate win- 
ter’s day or night impending, the 
most humane way would be to rope 
and gag the drunk if. necessary, but 
not throw him off in weather that 
would kill a dog. It is easy and prop- 
er to cut off the drunks at the start 
of a ride and refuse to let them on the 
cars; but it is a more complicated af- 
fair after the car is well on its way 
between towns. Let the reader im- 
agine’himself the conductor in a case 
of this kind and let him stop and de- 
cide just what he would do if he dis- 
covered a drunken man, but still a 
human being, on his car on a stormy 
or cold day, with the fellow’s home 
miles away. The problem is not the 
simplest one in the world to solve.” 


NORTH ANDOVER 


Officer James H. Goff is a candi- 
date for constable this year. 


Large flocks of chickadees were 


seen in the outlying districts Sunday. 


Mrs. Peter Bean and Miss Eva 
Bean are_ visiting in ,Woonsocket, 


R. I 


Mrs. Henry A. Long of Boxford 
spent Sunday in Fuller farm in the 
Kimball district. — 


_ The April meeting of the Essex 
County Pomona Grange will be held 
at West Boxford. 


Sam D. Stevenson and Carl Vetter 
returned Tuesday from a business 
trip to New York City. : 


The Lenten regulations of the Cath- 
olic church were read at St. Michael’s 
church Sunday morning. 


There are two candidates for street 
commissioner, William Gile, who now 
holds the office, and Willard H. Poor. 


" David A. Mackie, a native of North 
Andover, has successfully passed the 
examination for a policeman in Law- 
rence. 


The Young Men’s Catholic associa- 
tion meets Sunday afternoon at 2.30 
—— A large attendance is de- 
sired, 


One of the merriest affairs of the 
season was the surprise party Friday 
evening at the pleasant home of Mr. 
and Mrs, P. Doherty, 69 Second St. 


The case. of a girl charged with be- 
stubborn. and disobedient, was tried 
by Judge Frye Monday morning. She 
was found not guilty and discharged. 


At a meeting of Harmony lodge, I. 
O. G. T., Tuesday evening, the topic 
for discussion was, “Which ‘is the 
ole useful, a wheelbarrow or an old 
maid.” 


William Goff of Goff’s Falls, N. H., 
a former resident, has returned to 
town, and accepted a position at the 
Brightwood) Manufacturing Com- 
pany’s plant. 


At a consecration meeting of the 
Christian Endeavor: society held on 
Sunday evening, fourteen active mem- 
bers and four associate members 
were received. 


James.-Driver, wool buyer for M. 
T. Stevens & Sons’ company, sailed 
Monday from Liverpool, England, 
for home. He has been abroad about 
a month on business. 


The announcement of the death of 
William P, Page, which occurred at 
3.30 o’clock Saturday morning at the 
Lawrence General hospital, caused 
many expressions of regret in this 
place, where he had resided for about 
twenty-five years. 


BOSTON THEATRES. 


Boston—“Ben-Hur.” 

Majestic—“The Melting Pot.” 

Colonial—“The House Next Door.” 

Tremont—“Rebecca of Sunnybrook 
Farm.” 

Castle Square—“Shore Acres.” 

Hollis Street—“What Every Woman 
Knows.” 

Shubert—“The Midnight Sons.” 

Globe—“Going Some.” 

Park—“The Man From Home.” 


COLONIAL 


“The House Next Door” began its 
engagement at the Colonial this week, 
and from the very start has proved to 
be highly entertaining, The large 
audiences have repeatedly been moved 
to both laughter and tears. J. F. 
Dodson, who takes the part of Sir 
John Cotswold is well known in Bos- 
ton and vicinity and it is with pleas- 
ure he is welcomed back here for his 
two weeks’ stay. 


SHUBERT 


“The Midnight. Sons” which has 
had a run of a year at the Broadway 
in New York, is appearing for the 
first time in Boston at the Shubert 
theatre. The plot consists of the 
departure of the senator, who, tired 
of politics, is off to foreign parts, 
leaving his four sons to go into busi- 
ness, threatening to ‘disinherit the 
ones who fail to succeed. The sing- 
ing especially by Miss Lambert is one 
of the best features. 


BOSTON 


Of all the splendid spectacles staged 
within the past twenty-five years, 
none has surpassed the Klaw & Er- 
langer production of “Ben-Hur.” 

It has in it everything that appeals 
to the ordinary theatre-goer, and it 
has as well that. which takes to the 
playhouse the casual visitor and the 
church-goer who never attends the 
theatre unless some religious work 
is being presented, aes 

In the delineation of the living 
Christ, General Wallace and_ his 
dramatizer, Mr. William Young, have 
given to this vivid drama of the 
times a tinge of religious exultation. 
This is done at no sacrifice of dra- 
matic values; in fact, it rather en- 
hances the effect of the big scenes of 
the play, and the atmosphere of mys- 
ticism which pervades the closing 
act, set in the vale outside the gates 
of Jerusalem on the glorious day of 
Jesus’ triumphal entry into that city, 
makes that scene the most impres- 
sive ever shown in a theatre. 

Of a totally different nature is the 


marvelous chariot race, the real crux. 


of the drama from a spectacular and 
theatric standpoint. The hate brewed 
between the two, Ben-Hur and Mes- 
sala, his false friend, is so terrible 
that nothing less than disgrace and 
beggary will satisfy either, and as 
their chariots, to each of which are 
harnessed four fiery horses, fly around 
the. amphitheatre, the spectators, 
yielding to the magic realism of the 
scene, sit with bated breath ahd tense 
nerves awaiting the outcome of the 
conflict. And when it comes and Ben- 
Hur, triumphing over his enemy and 
the other contestants, receives the 


LAWRENCE 
The common council met in regular 


session last Monday night and trans- 
acted routine business. 


The Oxford club held another of 


its popular double dances at Saun-’ 


ders hall Tuesday night. 


Much delay was occasioned by. the 
breaking of a monster turbine engine 
at the Wood mill Tuesday. 


A special meeting of the W. C. T, 
U. was held Tuesday afternoon at the 
home of Mrs. Bessie May Skeels. 


The merry juniors of the high 
school conducted a. delightful social 
Wednesday evening in Assembly hall. 


The Arlington National bank has 
taken a 25-year lease of the building 
on the corner of Essex and Lawrence 
streets, 


The first annual dancing party of 


the Dreamers’ club was very success- 
fully held in Association hall Tuesday 
evening. 


‘The Young People’s Society of the 
First Baptist Church enjoyed asleigh- 
ride party to Salem, N. H., Monday 
evening. 


Mrs. Marie Gagnon of 53 Kingston 
street celebrated her 7oth birthday 
at Remmes hall, Salem street, Satur- 
day evening. 


Th newly elected officers of Merri- 
mac lodge, 162, Knights of Honor, 
were installed Tuesday ‘evening in 
Bugbee hall. 


A very successful costume ball was 
held last night in Franco-American 
hall by the members and friends of 
Guard Laurier. 


A horse belonging to the Lawrence 
Ice Company was drowned in Mystic 
pond, Methuen, about 4.30 dctock, 
yesterday afternoon, 


The Men’s club of the South Con- 
gregational church gathered in reg- 
ular monthly session in the church 
vestry Monday evening. 


The quarterly installation of the of- 
ficers of Good Hope lodge, 16, I. O. 
G. T., was vety successfully held in 
Bugbee hall last evening. 

The Hoisting and Portable Engin« 
eers' union, 295, held their annual 
smoke talk Monday evening in their 
rooms in the Adams block. 


_An excellent sacred concert was 
given in Franco-American hall Sun- 
day evening under the auspices of the 
Guard Laurier, a popular French mili- 
tary organization. 


_ Harold W. Cate of this city de- 
lighted a large audience Monday eve- 
ning at the recital given by him in 
the music rooms of Prof. John Lane 
on Boylston street, Boston. 


Tuesday evening the pupils of the 
Lawrence Commercial school, even- 
ing class, held a pleasant whist party 
and social in the class rooms which 
was attended by about fifty pupils. 


The news of the death of Jesse 
Moulton will cause sorrow to the 
many friends of the deceased in ‘this 
city. Mr. Moulton died Sunday at 
Lincoln, N. H., where he had been 
for the past year, 


John J. Forrest, who for the past 
eight years has conducted a drug 
store in the Burns property at the 
northeast corner of Essex and Hamp- 
shire streets, received notice last Fri- 
day from the owners of the block to 
vacate before May 1. 
Ee 


plaudits and the victor’s crown, 
audiences go wild with delight and 
ten to twenty calls are not enough 
to calm the enthusiasm evoked by 
the scene. 

During the limited engagement at 
the Boston Theatre, there will be 
Wednesday and Saturday matinees, 
in addition to which a special holi- 
day matinee is announced for Tues- 
day, February 22 (Washington’s 
Birthday). ¢ : 


MAJESTIC 


“The Melting Pot,” a problem play, 
dealing -with the idealistic proposi- 
tion that America is the crucible of 
the nations, deals. with straight emo- 
tions, honest feeling and sincerity. 
The actors have caught the intent 
of the author and live their parts 
down to the most trivial detail. 


CASTLE SQUARE 


ee 


The John Craig Stock Co, are pre- 
senting “Shore Acres,” the four act 
comedy by James A.-.Herne. This 
drama, although time-worn, is still 
as well received as ever. Mr. Craig 
in his part as the weather beaten 
mariner, is particularly good, while 
there are many pleasing things con- 
nected with the rest of the. cast. 


LAWRENCE THEATRES 
“OPERA HOUSE 


Joseph M. Gaites’ big Boston suc- 
cess, “Bright’ Eyes,” will be given at 
the Opera House on Monday even- 
ing. “Bright Eyes” is a musical ver- 
sion-of the well-known and popular 
farce “Mistakes will happen,” and 
employs many novel mechanical and 
electrical devices. The company is 
a large one and in its ranks number 
many well-known actors and actresses. 
The entire production will be in Law- 
rence for one night only, Monday, 
February 14, 


COLWNIAL THEATRE 

The sensation of the week in Law- 
rence is the remarkable act presented 
by the “Georgia Magnet.” One 
audience after another has been mys- 
tified by her strength that cannot be 
overcome by 12 strong men. Other 
numbers on. the bill are Spenser 
Kelly and Marion Wilder in a sing- 
ing and fare: act, Miss Thomas and 
Lou Hall, both first class comedians, 
the Crouch-Richards trio in a banjo 
novelty, besides several little play- 
lets, comedy juggling, dancing acts, 
and the moving pictures. ri 


water. 4 


Quick Relief 


for an upset stomach, hic- 
coughs, a sick headache, con- 
stipated bowels, or a bilious 
attack is secured by using 
BEECHAMS 


Sold Everywhere. In boxes 0c, and 25c. 


METHUEN 


Jonathan Craven, who has been 
quite ill, is. reported improving. 


Oliver Holmes, who has been seri- 


‘| ously ill, s reported much better. 


Isaac C. Brown has announced his 
candidacy for water commissioner. 


Joseph Donovan of this town, has 
gone to Havana, Cuba, for a few 
weeks’ stay. 


William Riley of Saratoga street 


is night collector of the U. S. mail 


throughout the city. 


Communion service and reception 
to members was held at the Second 
P. M. church Sunday. 


A movement is on foot for the 
adoption of physical culture exer- 
cises in the public schools, 

An Old Liner dance will be held 
at the small Oddfellows’ hall Febru- 
ary 11, by the A. O. U. W. 


The monthly covenant meeting of 
the Baptist church was held at the 


church vestry Friday night: 


Edward Marsh, conductor on the 
Boston & Northern line, is reported 
as ill at his home on Lowell street. 


Thomas Wilkinson, who was badly 


‘injured by a gasoléne explosion at the 


lower Pacific mill Friday, is doing 
nicely. : : 


Miss Georgia B. Easton is to give 
an organ recital later in the season at 
the Congregational gpurch in North 
Andover. 


Miss Agnes Carroll of Willow 
street is now employed at the store 
of Benoit, Petit Co., at Essex and 
Franklin streets. 


There was a lecture at the town 
hall Tuesday. evening on “The Land 
of the Midnight Sun,” by D. M. 
Wolfe of Haverhill. 


Supt. C. A. Breck of the local 
local schools, attended a meeting of 
superintendents of Essex county at 
Beverly last week. 


The C. H. Tenney hook and ladder 
company met Friday night at.the cen- 
tral fire station for the transaction 
of routine business. 


Miss Blanche McDonald of Wal- 
tham, who has been visiting friends 
in this city, has returned to her home 
after a week’s visit. 


At the town hall Friday night a 
whist party and dance was conducted 
under the auspices of the young la- 
dies of St. Monica’s church, 


It is reported about town that Fred 
Stowers will oppose Robert W. Dow 
for the office of highway surveyor at 
the coming spring election. 


The boys’ rooms at the Y. M.C. A., 
which have been closed for two weeks, 
opened Monday. The. rooms have 
been newly and fully equipped, 


A number of young people who 
were converted during the evangelis- 
tic campaign were baptized at the 
Baptist church Sunday evening. 


The overcrowded-—condition. of the 
public schools will be one of the mat- 
ters brought to the attention of the 
voters at the annual town meeting 
this spring. 


William Armstrong of Peabody 


addressed the Men’s club of the Con- 


gregational church on “The Ameri- 
can Merchant Marine,” Monday eve- 
ning at Phillips chapel. 

Sunday evening at All Saints’ 
church the special music of this month 
was given under the direction of Or- 
ganist and Choirmaster Frederick H. 
Johnson of the church. 


ESSEX COUNTY 


A new police station is a possibility 
in Newburyport. 


Pony express licenses were refused 
by the Lynn aldermen by a vote of 10 
to I. 


A petition for an increase of pay to 
police department members from the 
chief down, was presented at a recent 
meeting of the Lynn aldermen. 


Twelve-year-old Viola Smith of 
Haverhill was seriously injured in a 
coasting accident, when she was run 
into by a double runner. It is feared 
that her left hip is fractured. 


John..Blakeborough of Chicopee 
Falls is in a serious condition at the 
home of William Gale, Amesbury, as 
the result of being badly burned 
through the overturning of a lamp. 


A pair of valuable draft horses 
owner by A. N. Locke, a Lynn ex- 
pressman, was lost last night, when 
the team ran away and wound up 
their flight by falling into a deep cul- 
vert. 


Heavy damage was done by water 
to the pede sage to rooms of 
Welch & Landrean’s factory, Lynn, 
last week. A trifing fire started the 
automatic sprinklers, which put out 
the: fire and. flooded the place with 


pain seen 


po greeees RO 


PAGE EIGHT 


We beg to announce that we bave bought the Stock, Fixtures and 
Good-will of 


The “Style” 
go5 Essex St, Lawrence, Mass. 


We bave since closed out the 


are operating the Lawrence Store in conjunction with 
our other stores, carrying a complete line of 


Women's, Misses, Children’s and 


_Lnfants’ 


We.will bandle none but % 


Merchandise of Merit 


and sell at Popudar Prices. 
WE RESPECTFULLY SOLICIT YOUR PATRONAGE 


Go Mgleille Go 


“*Style's” entire Stock and we 


Apparel 


Haynes 8 Juhlmann 


Select Line 
“of 
Choice 
Groceries 


Haynes & Juhlmann 


BALLARD VALE 


~ BALLARDVALE. 


UNION CONGREGATIONAL CHURCH 

Rev. Augustus H. Fuller, Pastor. 

Services For Next WEEK 

10.30 a.m. Worship with sermon by 

Sunday school to follow. : 

2.30 p.m. Meeting of the Juniors. 

6.00 p.m. YP. 8, CE 

7.00 p. m. Praise service, with address 
by pastor. 

7.30 p. m., Thursday, Evening prayer 
meeting. 
METHODIST EPISCOPAL CHURCH 

Rev. E. D. Lane, Pastor, 

Services For Next WEEK 

10.30 a. m. Union service at Congre- 

gational church. 


Sunday school to follow. 
6.15 p.m. Epworth League. 
7.30 p.m. Thursday. Prayer meeting. 


Mrs. Charles Thwing was the guest 
Wednesday of Mrs. John S, Stark. 


W. F. Curtis spent Wednesday 
with friends in Cambridge, his form- 
er home. 


John Shaw of Brockton spent Sun- 
day with his parents, Mr. and Mrs. 
Isaac Shaw. 


The Pastime club met last Saturday 
evening at the home of Mr. and Mrs. 
George R. Miller. 


Ballardvale lodge will hold. their 
next regular meeting next Monday 
evening, February 14. 


Miss Cassie Riley of Boston was 
the guest Sunday of Mr. and Mrs, 
John A. Riley, Center street. 


The Pastime club met last Satur- 
day evening at the home of Mr. and 
Mrs. George R, Miller, Tewksbury 
street. 


or plain food, 


Daniel H. Poor of. Ballardvale 
lodge will install the newly elected 
officers of Primrose lodge; Lawrence, 
this evening. 


The business meeting of the Ep- 
worth League will be held this even- 
ing. at the home of George Clemons, 
Andover street. 


John ,.Davy has been quite ill at his 


Cronin is substituting for him at 
Lowell Junction. 


Mrs. M. D. Johnson of Chelmsford 
Centre and Miss Ruth Johnson of 
Norwich, Vt.; were guests Thursday 
of Mr. and Mrs. H. E. Kendall. 


The Congregational Ladies’ Aid 
society will meet next Wednesday 
afternoon at two o’clock at the home 
of.Mrs. Catherine Mears, Andover 
street. . : 


There will be a valentine party and 
baked bean supper in the Methodist 
parsonage Saturday evening, Febru- 
ary 12, Admission, twenty cents.. The 
ay is very cordially invited to at- 
tend, 


All the members of the cast of 
“Higbee of Harvard” are receiving 
congratulations and words of com- 
mendation for. their excellent. work 
last Monday evening at the enter- 
tainment given by Ballardvale lodge. 


An alarm rung in from box twenty- 
three summoned the local hose com- 
pany to William Hackett’s house in 
Scotland district last Saturday fore- 
noon. It proved to be a chimney 
fire, which was quickly extinguished 
without much difficulty. 


The committee on the recent bene- 
fit concert and dance for Frank R. 
Sherry report that the total receipts 
were $297.96, expenses $16.11, leaving 
a net balance of $281.85, which has 
been presented to Frank by the com- 
mittee who wish to thank each and 
every individyal who: in any way con- 
tributed to the remarkable success 
of the recent benefit concert. 


Miss Ellen Paine Huling gave an 
interesting and instructive lecture, 
illustrated with stereopticon, at Brad- 
lee hall Wednesday night, on “Lab- 
rador Through a Woman’s. Eyes.” 
Her description of the country and 
the customs and manners of the peo- 
ple, and the many anecdotes, remin- 
iscences of that far away country, 
made the lecture one of special inter- 
est to everyone present. At the close 
of the lecture Miss Huling exhibited 
many relics and articles which had 
come into her possession during her 
travels in’ Labrador and Newfound- 
land. 


Obituary . 
Elmore Dane 


Elmore Dane, one of the oldest and 
most respected citizens of the town, 
died quite suddenly almost without 
any warning Monday morning about 
five o’clock at the advanced age of 
81 years, 3. months, 4 days. 

The deceased was born in West 
Andover in 1828 where he spent the 
greater part of his life. For the past 
ten years he has resided with his 
nephew, William Dane, of Ballard 
Vale. Mr. Dane was a veteran of 
the Civil War, having served with 
credit to his beloved country from 
1861 to 1865. He saw considerable 
active service. He was a member of 
Co. F. 26th, Mass. Infantry. He was 
with General Sheridan’s army. at 


Cedar Creek and also at. Gettysburg, 
as well as many other important en- 
gagements. 


In all of them he served 
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equally valuable 


Indispensable 
For Home Baking 


North Andover Wins Shield 


The North Andover club succeeded 
in taking the shield which has been 
contested for, with the Andover club, 
they having won the tournament last 
night in the local club rooms by a 
good margin. The shield will adorn 
the North Andover club’s rooms and 
in winning it they deserve credit, as 
last night’s games were all fought 
with determination and skill. 

With only five points to win to se- 
cure the prize, it looked as though 
Andover would win the series, but 
they were doomed to disappointment, 
for out of thirteen points the loca 
players only secured three. These 
points were divided between billiards 


‘his country with credit and displayed 
remarkable bravery. As one a the 
aids of General Grant he was present 
when General Lee surrendered at Ap- 
pomattox Court House. He brought 
home and gave to his relatives many 
relics and mementos from his wide 
and extended military service. He 
was a warm hearted true friend with 
a genial kind disposition and always 
had a good word for everybody. He 
was a member of Post 120, G. A. R. 
of Lowell. He was the oldest mem. 
ber of the Congregational church 
where he was always seen at Services 
when he was able to be present. He 
leaves a daughter Jennie, and a sister, 
Miss Samantha, both of whom reside 
in Wisconsin, a Brother, George Dane 


Haggett’s Pond by Steam 

Friends who used to make up par- 
ties to visit Haggett’s pond from 
Boston to walk back to Andover sta- 
tion taking the cemetery in, had to 
come out on the 7.55 train by. the 
Lowell system, changing at Wil- 
mington about 8.32, ‘while those of the 
Andover end, with 4 sree breakfast, 
left the square at seven o'clock to 
meet the I 
branch train, with a tedious wait for 
the Boston party at Haggett’s sta- 
tion. By the present convenient ar- 
rangement of steam and trolley the 
Boston visitor leaves at 9.20, reach- 
ing with little delay Haggett’s at 
10.21, and I, with no hasté, leave An- 


7.30 South Lawrence. 


FRIDAY, FEBRUARY 11, 1910 


of Canton vs. Andover C, & F, C. 
off on or before March 12. ie 
A committee was appointed con. 
sisting of the following, to deal with 
the reports of referees and rough 
play: M. McVicar, J. Hamilton, A. 
Anderson, E. Emslie, J. Emery. 
The coming visit to this country 
in May of the present year of the 
famous Celtic football club of Glas. 
gow, Scotland, was freely discussed 
and it was recommended that the 
clubs of the Boston and Merrimac 
districts endeavor to arrange matches 
to be played in these districts with 
them during their tour of the states, 


Cricket 


home on Marland road, and =| 


of Tewksbury, a grandson, Arthur 
Hardy of Lowell, a niece, Mrs. Susie 
ee and a 
nephew, William Dane of Ballard- 


Moulton of Ballardvale, 
vale. 


The funeral was 


ternoon at two o'clock, and was con- 
ducted by the Rev. A. H. Fuller. The 
floral tributes were very beautiful, 
and consisted among others of 4 
handsome wreath from the Congre- 
gational church and a lovely spray 
of pinks from the Ladies’ Relief 
Corps of Andover. Four of his old 
G. A. R. comrades acted as pall bear- 
ers namely, Ballard Holt, James 
Saunders, Henry L, Cluskey and Pat- 
Tick Conway. Interment was in the 
Spring Grove’ cemetery. 


“Highbee of Harvard” 


Bradlee hall was crowded to its 

utmost capacity last Monday even- 
ing, when the three act comedy-drama 
‘Highbee of Harvard” was given by 
Ballard Vale lodge with the follow- 
ing strong array of talent. 
Cast of characters: Watson W. 
Highbee, John McIntyre; Hon. V. 
D. Withrop, Charles N. Richardson; 
Leon Highbee, William Batchelor; 
Theodore Dalrymple, Joseph Riley; 
Higgins the butler, William Tomlin- 
son; Nancy Withrop, Miss Claudia 
Littlewood; Madge Cummings, Miss 
Clara Moody; Mrs. Ballon, Mrs. 
Bessie’ May Skeels; Mrs. Malvina 
Meddigrew, Miss Juliet Dozwar. 

All parts of the cast were well 
taken and each individual part re- 
ceived much merited applause from 
the appreciative audience. Before 
and between the acts Miss Rose E. 
Wheatley and Miss Margaret Wheat- 
ley played piano solos and duets in 
their well-known characteristic man- 
ner which always pleases and satisfies 
the people and has .stamped them as 
the very best piano players of this vi- 
cinity. Frank Remmes ef Andover, 
Miss Rose E. Wheatley accompanist, 
rendered an exceptionally fine violin 
solo which called forth much ap- 
plause and encores. 

Many people were present from 
Andover and Lawrence, and _ all 
agreed that this was one of the best 
entertainments ever given by Ballard 
Vale lodge. 

ES EF A RRS 


ABBOTT VILLAGE 


Mr. and Mrs. Levi A. Bryan of the 
village are receiving congratulations 
of a wide circle of friends over the 
birth, last Saturday morning, of a 
daughter. 


Joseph Nicoll of Arbroath, Scot- 
land, a passenger on the S. S. Ivernia 
of the Cunard line, which arrived in 
Boston last week a day late, on ac- 
count of stress of weather, is sojourn- 
ing for the present at the home of his 
breather, John Nicoll, of the village. ” 


Mr. and Mrs. James L. Thomson 
and two children, of Arbroath, Scot- 
land, arrived in Boston last Saturday 
on board the Allan liner Numidian, 
Glasgow to Boston, which came in 
two’ days late. They are resting at 
the home of their son, James W. 
Thomson, of 15 Breechin Terrace. 
They report a very rough passage. 


John McEwan, a passenger from 
Scotland by. the steamer Numidian 
last week, has gone to work in the 
bleaching department of the Smith & 
Dove mills. 


Mr. and Mrs. John Henderson and 
three children, 6f Dundee, Scotland, 
who arrived in Boston last Saturday 
per S. S. Numidian, are at the home 
of Mrs. Henderson’s mother, Mrs. 
James Cairnie, of Red Spring road 
for the present. 


William Behan arrived in town last 
Friday night from Liverpool, Eng., 
coming to Boston on the S. S. Ar- 
menian, which was docked there the 
same afternoon. He reports a very 
rough passage. 


$ 


Wants Flag Over Every Schoolhouse 


Efforts are being made by John B. 
Lewis, Jr, National Patriotic In- 
structor of the G. A. R., to have a 
law enacted in every state of the 
Union providing that the stars and 
stripes shall fly over all public school 
houses while classes are in session. 


The .object is to promote patriotism | 


and respect for the national colors 
among school children, 

To influence legislation in behalf of 
the “flag law,” Mr. Lewis will utilize 
the G. A. R. men of each state, par- 
ticularly the Department Patriotic 
Instructor. The plan will be consid- 
ered at the meetings of G. A, R. men 
and patriotic societies of the state, 
and when sufficient interest has been 
aroused a bill will be introduced into 
the state legislature containing 5 | 
visions for the flying of the nation 
flag over all public schoolhouses in 
the state, 

It is planned by Mr. Lewis to fol- 
low up the movement in behalf of the 
flag with a vigorous campaign for the 
observance of national holidays with 
appropriate exercises in the schools 
throughout the country. 


¢ held from~ the 
home of his nephew Wednesday af- 


and pool, two for the former and one 
for the latter. In the billiard games 
Foley and Weeks showed the best of 
form and succeeded in defeating the 
best men that North Andover could 
produce All during the series these 
players have shown great ability, the 
former winning all his games, while 
the latter has won four and lost one. 

Andover fared worse than usual at 
pool, losing both games, although 
Wood and Holt played well. 

In whist, Andover was decidedly 
weak, the North Andover men secur- 
ing the majority of points. 

The local bowling teams lost all 
four points to the visitors, although 
the games were close and North An- 
dover secured the record for the Es- 
sex street alleys with a total of 1313. 
The summary: 


ANDOVER » 
Roggeman 81 ‘100 04 275 
Clark 83 86 82 257 
Cole 74 72 80 226 
Riddoch 76 77 94 247 
Flanders 98 81 76 _ 255 
Totals 412 416 426 1252 
NO. ANDOVER 
Smith gl 84 =105 280 
Shackleton 9I 04 81 266 
Ralph 04 68 80 242 
Kirk 83 86 85 254 
Stillings 99 86 . 8 271 
Totals 458 418 437 1313 
WHIST 

A. ‘N.A 

Eames and Brown 50 
Chadwick and Helliwell 35 

Messer and Averill 24 
Carey and’ Rea ; 38 

Hardy and Coutts 39 
J. Wilcox and G. Wilcox 57 

Flint and Bowman 35 


Wilcox and Porter 
Higgins and Cross ° 
Rockwell and Chickering 


Hitchcock and Harrington 34 
Woolley and Hawkes 18 
Totals 182 276 
POOL 
Holt, 49 
Healey 75 
Wood 67 
Maslen 75 
BILLIARDS 
Rockwell 65 
Weeks 75 
Foley 75 
Josslyn 62 
Points won 3 10 
Points of series 31 34 


Arrangements are being made to 
have two more tournaments before 
the close of the winter season. 


Abbot Academy Club Meeting 


The midyear meeting of the Alum- 
nae association and the Boston Ab- 
bot Academy club was held at the 
Vendome, Boston, Saturday, Febru- 
ary 5. Beautiful weather added to the 
pleasure of the occasion, which con- 
sisted of a reception at one o'clock, 
followed by a luncheon at half-part 
one. 

Mrs. Arthur W. Blair, president of 
the Alumnae assocaition, Miss Maria 
S. Merrill, president of the Abbot 
Academy club, and Miss Katherine 
R. Kelsey, acting principal of Abbot 
Academy, received, and the presi- 
dent of the Abbot Academy club pre- 
sided at the luncheon. The tables 
were tastefullyarranged, pale pink 
carnations and ferns forming~ the 
floral decoration. The pleasant 
sound of more than a hundred voices 
proved that congenial groupings at 
table had been made, and the follow- 
ing post-prandial exercises were en- 
joyed: 
Greeting from Abbot Academy 

Miss Kelsey 
Piano solo, Impromptu 
Miss Clarissa Hall 
Abbot Academy and Missions 
Mrs. C. H. Patton 
Abbot Academy and Social Settlement 
Work : 
Miss Mildred Cleworth 
Songs: Roses in June (with violin 
obligato) L. German 
My Rose (words by Ruth 
McEnery Stuart) 
Miss Marion Sanford 
The Abbot Academy College Girl 
Miss Mary Byers Smith 
Abbot Academy Girls as Home Makers 
Mrs. Harrison Parker 
The Alumnae Association 
Mrs. Blair and Miss Park 
Violin solo Sir Edward Elgar 
Miss Emily Silsby 


Mrs. Phillips, recently returned 
trom Hawaii, brought greetings from 
Miss Bosher and told of the fine 
work Miss Bosher is doing as head 
of the Kawaiahao Seminary in Hon- 
olulu. 


Von Wilm 


Obituary 


HERBERT C. MAYO 


The funeral of Herbert C. Mayo, 
the thirteen-year-old son of Mr. and 
Mrs. Herbert Mayo of Lowell street, 
took place Tuesday afternoon, Rev. 
Dean A. Walker officiating. The 
West Centre and Richardson schools 
were closed’so that the teachers and 
pupils might attend the services, In- 
terment took place in the West Par- 
ish burying ground, 

The deceased: boy was universally 
liked by all who knew him, and his 
death, resulting from typhoid fever, 
came as a shock to all, especially to 
his parents, to whom many expres- 
sions of sympathy have come. 


— 


LOCAL SCHEDULE FOR io10 

The Merrimack Valley Cricket 
League has arranged a very attrac. 
tive schedule of match games for the 
season of 1910, and lovers of the 
game are sure to see some fine cric- 
ket the coming summer, as several 
of the clubs have signed new men 
of wide repute as exponents of the 
game. The struggle for the cham- 
pionship is sure to be a fine one this 
year. 

The season opens May 7, and closes 
August 20. Fifteen dates have been 
named for’ the regular schedule, but 
a number. of interesting exhibitions 
will be played during the season, 
The local games will be played as 
follows and on the grounds named 


dover Hill at 8.30 for Reading square, 
where fifteen minutes can pick up a 
good lunch for the trip, of things 
Andover may lack. The elevated ar- 
tives for Lowell at 9.15, dropping me 
at Wilmington station to meet the 
Boston train, and the united party 
are joyfully together. Across classic 
Wilmington and West Andover there 
are lovely old roads, leaving the train 
at Tewksbury to walk to Haggett’s. 
The walk is put in on the Wilming- 
ton side for a train from Haggett’s 
corner to Lawrence near 5 o'clock. 
Try some new paths next spring for 
birds and violets. 

C,-H.:A. 


Association Football 


first: 
FIRST TIES ARRANG!SD May 7 Andover vs, Lawrence. 
The meeting of the Williamson May 14 Mohair vs. Andover. 
Cup Competition Association, held May 21 Bunting vs. Andover, 
the Boston Rovers’ Club rooms, at May 28 Andover ys Zian. ° 
Jamaica Plain, last Sunday, was well June 4 Andover vs. Methuen, 
attended and cons‘derable enthusi- June 11 Merrimac vs. Andover, 
asm prevailed, eleven clubs being June 18 Obven. 
represented. The drawings for the June 25 Andover vs. N. Chelms- 
first round of ties took place, the | ford. 
clubs coming out jin the following July 2 Lawrence vs. Andover, 
aber’ ; July 9 Andover vs. Merrimac. 
Fore River vs. Clan MacPherson, July 16 Andover vs. Bunting. 
referee, Lucy; Boston Rovers vs. July 23 Open. 
Thistles, Andover, referee, Fraser;|, July 30 Methuen vs. Andover, 
Charlestown vs. Boston Rangers; Aug. 6 Open. 
Wallworth, bye. Ties to be played Aug. 13 Andover vs. Mohair, 
Brockton vs. Lynn City; Brewsters Aug. 20 Open. 


Why not hear 
The Edison Phonograph 
ana I he Victor Machine 


Side by side—then take which suits your 
particular taste the best. We sell both. 


There’s a machine for every size pocketbook 


and a record for every mood you're in 
$1 A WEEK SECURES EITHER ONE 


Beautifal Upright Piano, in 


Square Piano, in rosewood case. 
$55 Made by C. A. Miller, fine tone, $245 plain walnut case, made by one of 
Boston’s best known mannfacturers, is in perfect 


action and fully carved case; originally cost 
order and as good as néw; originally cost $450. 


$450. Fine trade, $5 down and $4 per month. 
‘ attr he sams $10 down and $5 per month, stool 
included. 


Our Plano Parlors-Up One Flight 


FER & DIMMOCK 
ESSEX ST LAWRENCE MASS 


A Choice Line of 
GROCERIES _ ff 


and 


DRY GOODS 


Smith & Manning’s 


| 
ESSEX STREET | 


he undersigned is now prepared to furnish 

+ the best grade of coal and wood at the right 
price to the citizens of Andover. A long expe- 
rience in the business in North Reading assures 
the people of Andover of good service, and a 


Oy SBR EES SEED 
share of the patronage is solicited. of 
I. F. BATCHELDER, 


Office, 11 Essex St. ws ) Yard, Andover St 


